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Giving Your 
Workers Enough 
Foot and Leg 
PFOLECTION? se pe se 


Almost 24,000 readers in the industrial safety — fire 


protection — housekeeping field 





rt 
7, Yi. LOZENGES 


first aid for throat irritations 


SORE THROATS due to coughs and colds, if neg- 
lected, may result in lost man hours of work. 


THANTIS® Lozenges contain no antibiotic; they 
produce no unpleasant by-reactions in the mouth. 

THANTIS Lozenges relieve pain promptly—reduce 
infection—act prophylactically. 

Twenty-seven years’ extensive clinical and lay use 
has proved the safety and effectiveness of this popular 
product. 


HYNSON, WESTCOTT & DUNNING, INC. 





BALTIMORE 1, MARYLAND 
. | 2 —, 
ochrome 
First aid for wounds 
Neglect may cause infection which can be prevented by 
prompt use of*‘Mercurochrome.’® No antiseptic has been 


proved to be more effective than ‘Mercurochrome’ for 


topical application. 





14%” gauntlet 










ad 


STYLE #V514 STYLE #104 STYLE +V10 
Dynagrip Neoprene Dynagluy 
Men’s fully coated Men’s industrial weight Men’s fully coated 


palm coated knitwrist band top 


When ‘“‘safety’’ comes first GRANET 
COATED FABRIC WORK GLOVES fill 
the bill for all types of industrial jobs. 
For hands that must handle anything from 
rough castings to caustics Granet offers 
superior protection, comfort, flexibility and 
extra long life. 

To assure hand safety which naturally 
means great savings in time and money, 


ok! 





"GR. 


23 Loring Drive 
Framingham, Massachusetts 





Kind of Acids, Solvents, Etc. Gloves Must Resist? 


How About Abrasive Problems? 
And Cutting Troubles? 
f j ORP. | What Temperatures Encountered? 
Type Product Manufactured: ___ 


kr 
Street Address "Se 
City, Zone and State 
Name 


STYLE +V82 STYLE #411 
Granecon Granetgrip Granflex 
Men’s fully coated Men’s palm coated 
knitwrist safety cuff elastic back 


Granet uses only the finest ingredients in 
preparing special coatings for the many 
outstanding gloves in their line. 


There’s a Granet Glove for your par- 
ticular application .. . Let us recommend 
the proper one. 


For free sample pair of Granet Work 
Gloves please fill coupon below. 






THE GRANET CORP., 23 LORING DRIVE, FRAMINGHAM, MASSACHUSETTS 
Application? _ SEE 


STYLE +¥902 


Cadet fully coated 
12” gauntlet 








C) Seyere 
DC Severe 


C) Mederate 
C Moderate 


D Light 
OD Light 
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waste in wax and labor. 


but leaves a thin film of u 


on a year-to-year basis. 


designed for the greater 


A 100 Series 
General-Purpose 
Finnell 
11, 13, 35, 18” 


FINNELL SYSTEM, INCE. 


Nt wares ar ct cheaus! 


REDUCES THE FREQUENCY OF REFINISHING 


floors without washing away the finish... 


Sanax was developed to permit frequent cleaning of waxed 


and to eliminate 
A neutral liquid soap with a wax 


base, Sanax not only quickly removes dirt, oil, and grease, 


ax. In fact, regular use of Sanax to 


machine-scrub or damp-mop waxed floors actually prolongs 
the life of the finish, and thereby reduces refinishing costs 


Like all Finnell Fast-Acting Cleansers, Sanax is specially 


speed of machine-scrubbing, and 


works as effectually in a Combination Scrubber-Vac as ina 
Conventional Scrubber 


-Polisher. And because Sanax is 


processed from pure vegetable oils, it’s safe for all floors. 


Find out how you can simplify 
and reduce the cost of caring for 
waxed floors. There’s a Finnell 
Floor Specialist nearby to help 
you choose the waxes and cleans- 
ers that are exactly right for your 
needs. Finnell makes a complete 
line, so you can depend on un- 
biased advice. In fact, Finnell 
makes everything for floor care! 
For consultation, demonstration, 
or literature, phone or write 
nearest Finnell Branch or Finnell 
System, Inc., 3562 East Street, 
Elkhart, Indiana. Branch Offices 
in all principal cities of the 
United States and Canada. 














ih] Sanar } 
WAX | 
S| CLEANER |, 


























@ A mild liquid wax-soap 
for machine-scrubbing 
or damp-mopping 
waxed floors 


@ Leaves a lustrous anti- 
skid protective finish 


@ Highly concentrated... 
economical to use 


BRANCHES 
IN ALL 
PRINCIPAL 
CITIES 
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Readers’ guide to 


SAFETY 


HOUSEKEEPING 


FIRE PROTECTION 


HUMAN RELATIONS 


DEPARTMENTS 





OCCUPATIONAL, 


HAZARDS 


MOUGTHIAL SAFETY ano 


for February 1958 


HOUSEKEEPING 


COVER: 
The whole 


trial dangers, of course 


body needs protection against in 
but did you know 





it nearly a third of all on-the-job injuries 











eported in som places affect the feet and 
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High frequen y sound waves can teli how safe metal « i 
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Lessons from a Virginia plant in how to me s} azards 
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Inspections need trained men if they're to mean anything 
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.. . MOST ECONOMICAL WAY 


to reinforce your eye safety program 


@ Cleaning Stations are provided FREE 
with your purchase of SIGHT SAVERS. 


@ Compact— easy to install on any wall 
surface. Actual size, 342‘x 8”. 


@ Hold packet of 800 tissues — can be 
refilled before empty. 


@ Dispense only one tissue at a time — 
no waste—permanently lubricated. 


@ No fluids —no mess—no maintenance. 
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... MOST EFFICIENT WAY ...MOST POPULAR WAY 


to keep safety glasses to encourage workers to wear 
clean and safe their safety glasses 
@ SIGHT SAVERS are treated with @ SIGHT SAVERS are the original 
just the right amount of silicones on silicone treated tissues . . . known, 
both sides to do the job best. accepted and preferred by mil- 
lions as the quickest, easiest way 
@ SIGHT SAVERS are just the right to keep glasses clean. 
| size (3x 7”) to do the job efficiently 
| without waste. @ SIGHT SAVERS on the wall 
help keep safety glasses on the 
@ Cleaning stations are available face instead of the shelf. 


in white, black or safety green. 


SIGHT SAVERS wipe away the best excuse ever given for 
not wearing safety glasses. So, give the green light to greater 
eye safety in your plant . . . put SIGHT SAVERS at everybody’s 
fingertips. Order SIGHT SAVERS and the FREE Cleaning 





Stations from all leading safety supply houses” . 





* In Canada, all offices of Safety Supply Company 
carry Sight Savers. 


Dow Corning CORPORATION 
MIDLAND, MICHIGAN 
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Selecting the right glove for the right job is quick and positive 
ace the MSA mon is familiar with your particular application. 











STOP 
ATHLETE'S 





ONOX® 


SKIN-TOUGHENER 


Makes Disinfectants 
Obsolete 


Latest medical research supports 
ONOX Skin-Toughening method of 
preventing Athlete’s Foot. Used by 
over 70% of the largest manufac- 
turers in the U. S. 


yY BUILDS RESISTANCE 


Onox toughens shoe-softened skin. 
Restores skin’s natural resistance to 
fungus attack. 


y EASILY APPLIED 


Soft sponge pad forces Onox be- 
tween toes where most needed. No 
stumbling hazard (total height: 
1%"). 


/ SANITARY 


Bacteria can not live in Onox. 


TRIAL 
OFFER 








Order what you need. 
Pay nothing unless fully 
satisfied after 60 days. 


ONOX, INC. 


DEPT. O, 121 SECOND STREET 








SAN FRANCISCO 5, CALIFORNIA 
Warehouses: BROOKLYN - CLEVELAND 


NEW ORLEANS - NEWARK, CALIF. 
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LETTERS: 


) readers 


Tes 


report 


Measure of Safety 
Performance 
EDITOR: 

The local Kalamazoo Safety Engi- 
neers Club discussed the problem 
lost time accident fre- 
rates last fall. We all were 
pretty much in agreement that days 


of using 
quency 


lost per case was of significant im- 
that 
safety performance with past his- 


portance and in comparing 
tory or with other companies it 
should be used along with frequency 
rates. 

No decision was reached to set up 
a committee or project on the sub- 
ject of better means of measure- 
ment. Safety men with their daily 
dozen of work quotas do not have 
time to spend in such research. The 
problem could best be handled by 
the National Safety 


some college. 


Council 01 


if A. STON! 
Safety Engineer 
The Upjohn Co. 
Kalamazoo. Mich. 

Vr. 
brief follow-up of his share of the 
“What's With Safety Sta- 
tistics?” series in our February. 


March, and April 1957 issues. 


Stone’s comments were a 


Wrong 


Turtle Club Is 
Perennially Popular 


EDITOR: 

I recently was informed of an in- 
cident occurring, in which the man 
was saved from a serious injury be- 
cause he was wearing a hard hat. 

Charles Marti. a steel erector for 
Don R. Inc., of Fort 
Wayne. Indiana, was on a job for 


Fruchey. 


of steel columns and 
Mutual In- 
of Van Wert. 


A large column was being 


the erection 
beams for the Central 
surance Company 
Ohio. 
hoisted into place when it swung 
out of control, pinning Mr. Marti 
against a set column. The hard hat 
prevented him from being crushed 
against the column, and thus pre- 
vented any injury whatsoever. 

I hope that it will be possible to 


print this information, as the men 
with this company re- 
cently started wearing hard hats. I 


concerned 


am certain that if this appears in 
print, it will do much to promote 
hard hat use by all the men, as well 
as by other companies in the same 
area. 

Thank you for your interest and 
cooperation in the matter. 

Epwarp J. HALL 
Safety Representative 
Standard Accident Insurance Co. 
Indianapolis, Ind. 

Information and membership ap- 
lication blanks were sent to Mr. 
Hall, to tell him all about the Turtle 
Club. OCCUPATIONAL HAZARDS acts 
as volunteer clearing house for the 
club, which is sponsored in the 
United States by E. D. Bullard Com- 
pany and in Canada by Fleck Broth- 


ers, Ltd. 


We're Known in 
Britain, Too 
EDITOR: 
The Factory Inspectorate of the 
Ministry of & National 


Service in Britain has seen 


Labour 
Great 
the article. “How to Put a Damper 
Silica Dust.” which 


appeared in your journal of Sep- 


on Airborne 


tember 1957. and is most interested 
in the new water-soluble material 
for the treatment of silica bricks 


which was mentioned. 

Would you be good enough to put 
me in touch with the manufacturers 
of the material in order that I may 
obtain whatever trade publications 
are available? 

K. SWINFEN 
Manager. Labour Attache’s Office 
British Embassy 
Washington, D. C. 


The name and address of the 
manufacturer were sent. 
Permission to Reprint 
Often Requested 
EDITOR: 

We would aprpeciate it very 


much if you could send us a copy 
of the June 1957 your 
OcCUPATIONAL HAZARDS magazine. 

We are particularly interested in 


issue of 


an article in this issue starting on 
page 36 which is entitled, “Only 
Three out of Survive.” 


Ten ever 


continued on page 10 
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Selecting the right glove for the right job is quick and positive 
once the MSA man is familiar with your particular application. 


New M-S-A Molded Handwear—made to our quality 


standards—now 


See before you buy. The answer to your 
protective glove problem may be in this 
portable display kit of M-S-A Molded Hand- 
wear. Ask the MSA man to show it to you. 


Circle No 


7 


brings complete line selection 


High quality molded handwear—for 
every industry—is the latest addition 
to the MSA line of protective gloves. 
Built to exacting MSA standards 
for durability, comfort and high re- 
sistance to oils, gases and chemicals 
M-S-A Molded Handwear wears ex- 
tremely well. High quality materiais 
assure dependable job performance 
and increase the safety factor. Mate- 
include Rubber, Latex, Neo- 
prene, Buna-N and Plastic in lengths, 
weights, sizes and finishes to meet the 


rials 


needs of your particular application. 

And to help you determine which 
glove—for which job—MSA has a 
comprehensive glove selection guide. 
This guide will tell you at a glance 
how the different glove materials hold 
up under just about any chemical 
you care to name. This most useful 
guide is yours for the asking. 

The MSA man can supply you 
with further information, firsthand. 
Get in touch with him soon, or write 
us for new bulletin. 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 


on reader service card for more information 











WHEREVER WE HAVE HOISTS.... | "or Sonos 


WE HAVE MECHANICAL OCCUPATIONAL 
SAFETY INSURANCE! | [F}TAZ ARDS 


. says Charles S. Smickle, Safety and Health Manager of the Black & Decker 
Manufacturing Company, world’s largest producer of Electric Tools; Towson, Md. 
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SAFETY GATES ACT as |, 
DANGER GAUGES, TOO. 
IF A HOOK IS SPRUNG 
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KTHE HOOK IS WEAKEN- 
ED AND POTENTIALLY 
DANGEROUS. 
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The Industrial Publishing Corp. also publishes 
AERONAUTICAL Purcuasine 


Arpptien Hypravwics 





CommerctaL Rerriceration & Atr Conptrioninc 


Fiow 








Swing closed, gate automatically locks. 


Inpustay & Wetpine 
Push non jamming release button, hook Materia, Hanpuinc ILiustTaatep 
snaps open. Movern Orrice Procepures 
Write for safety hook data sheet Precision Meta Mowsine 
‘ Weoine ILLustnatep 








E. D. Bullard Company \ INDUSTRIAL SAFETY EQUIPMENT 
Sausalito, California 














Members, Business Publications Audit of Circula 
tion, Inc. Not responsible for unsolicited material. 
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Why not stop this waste with a safety shoe program? 
You can now get maximum toe protection and com 
fort afforded by the new improved WINGUARDS 
in your safety shoes . ranging from the finest 


dress oxfords: to heavy duty work boots 


COMPAN Y 


812 STATLER BUILDING 
BOSTON 





SHOES WITHOUT SAFETY STEEL TOES 
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NEW FROM KIDDE! 


ALL-NEW DRY CHEMICAL EXTINGUISHER 
KILLS FIRE FASTER, EASIER! 





FREE INFORMATION 


1 


Kidde’s new pressurized dry chemical portables 
awarded top U.L. rating! This means you can 
attack flammable liquid or electrical fires with 
confidence. Automatic unlocking device and 
trigger control mean easier, faster operation. 
Just follow simple directions REMOVE 
HORN, PULL TRIGGER ~— instantly dry 
chemical knocks out fires. Other new features 
include extra-large aluminum handle — use with 
gloves on. Center-balanced—easier to carry 
The plastic-faced pressure gauge is recessed for 
protection, tells at a glance if unit is ready to 
use. Available in bUth 20 and 30 Ib. capacities. 


dde 









iA | 
\ Kidde / 
“4 


ee 


Walter Kidde & Company, Inc., Belleville 9, N. J. 
Walter Kidde & Company of Canada Ltd., Montreal— Toronto 








Ee ees ss ss Ss Se a as en ses Oe Esa 2S SS Ss es ‘ 
| WALTER KIDDE & COMPANY, INC., | 
| 248 MAIN STREET, BELLEVILLE 9, N. J. | 
| Check appropriate box, tear out, mail this coupon for 
| prices, literature! | 
| Please send me your new P-40 fire extinguishing P.40 | 
| and detecting equipment catalog Catalog | 
| Please send me prices and specifications for your | 
| new dry chemical extinguisher | 
| NAME = | 
| ADDRESS. —— — | 
| CITY = ede STATE | 
EES BLE SSE NS a NE IGOR base FS eT an 
Circle No. 10 on reader service card for more information 
10 









LETTERS 


continued from page f 





since as a fire insurance carrier we 
are constantly pointing out to our 
insureds that neglecting the poten- 
tial fire hazards can conceivably 
result in a fire that could badly 
cripple or even eliminate their par- 
ticular business enterprise. 

Also, would you have any objee- 
tion to our having this particular 
article reprinted with a credit line, 
of course, mentioning the source of 
the article? The reproduced article 
would be for distribution only to 
our insureds and not to the general 
public. 

Thank you very much for any 
help which you can give us in these 
matters. 

G. H. PEENEY 
Inspection Dept. 
Lansing B, Warner, Inc. 
Chicago, Ill. 

Usually, permission to reprint 
material from OCCUPATIONAL Haz- 
anps will be granted on request (as 
it was granted in this case). Many 
companies do use these reprunuts in 
much the same u ay as that outlined 
in the Peeney letter. 


Poker Game 
For Plant Safety 
EDITOR: 


l was very interested in the article 
entitled. “The World’s Biggest 
Poker Game.” in the October issue 
of OCCUPATIONAL HAZARDS. 

Will you mail me full information 
on the poker game, and the number 
of links in the chain contest? 

Georce H. Mureny 
Plant Engineer 
The B. F. Goodri h lire Co. 
Miami, Okla. 

The source for complete informa- 
tion on this unusual safety promo- 
tion was forwarded. 





Fortune smiles . . 


The Kansas City Star carried 
this advertisement: “Take out an 
accident insurance policy. One 
customer broke her arm the other 
day, and we paid her $500. To 
morrow, you may be the lucky 


one me 
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: so <A We \ 


There’s a CESCO Representative Nearby Ready to 
Give Me Fast Action On Any Safety Equipment Need 


As a safety engineer, I expect two things from my safety equip- 
ment source—a complete line of all types of safety equipment and 
prompt delivery of my order. For years, CESCO has more than met 
these requirements on both counts. Their distributors are truly 
safety specialists in every sense of the word, who offer a well- 
engineered, top quality line of safety glasses, goggles, face shields, 
welding helmets, respirators, hoods—in fact all of my many safety 
equipment needs. Equally important, their distributors are located 
from coast to coast, ready to give expert safety equipment advice. 
Then, they back up their recommendations with fast delivery of 
my order. In most cases, I've found the CESCO distributor is able 
to fill my order from his own stock. 


Make a note of the CESCO distributor nearest you and 
call him next time you have a safety equipment problem 





® BUY CESCO PRODUCTS FROM THESE 
SAFETY EQUIPMENT DISTRIBUTORS 


ATLANTA, GA, 

Guardian Safety Equipment Co. 
1081 Euclid Avenue, NE. 
BATON ROUGE, LA. 
Guardian Satety Equipment Co. 
3615 Capitol Heights Ave. 
BIRMINGHAM, ALA. 
industrial Safety Suppty Co. 
1727 Huntsville Road 
BOSTON, MASS. 

Genera! Equipment Corporation 
261 Franklin Street 
BUFFALO, N. Y. 

The Watson Company 

1443 South Mam Street 
CHICAGO, iL. 

Universal Safety Equipment Co. 
SLIS West Diversey Avenue 
CINCINNATI, OHIO 
Wittiams & Co., inc. 

3231 Fredonia Avenue 
CLEARWATER, FLORIDA 
Car-Mad Equipment Company 
608 Paim Avenue, Betieaw 
CLEVELAND, OHIO 
Wiliams & Co., inc. 

3700 Pertuns Avenue 
COLUMBUS, OHIO 
Wittiams & Ca., inc. 

900 Willams Avenue 
DALLAS, TEXAS 

Guardian Safety Equipment Co. 
3570 Flastey Drive 

DETROIT, MICH. 

Averill Equipment 

19225 Conant Avenue 
MOUSTON, TEXAS 
Guardian 


KANSAS CITY, MO. 
Safety, Incorporated 
17% East 3ist Street 









ST. PAUL, MINN. 
Continental Safety Equipment, Inc. 
1551 Selby Avenue 


SALT LAKE CITY, UTAH 
Universai Satety & Fire Equipment 
Co., 727 South West Temple 
SAN MATEO, CALIF. 
Guardian Satety Equipment Co. 
220 East Third Avenue 
SPOKANE, WASH. 
Spokane Safety Appliance Co. 
N. 219 Division Street 
TOLEDO, OHIO 
Wiltiams & Co., Inc. 

946 Kane Street 

TULSA, OKLA. 
Guardian Satety Equipment Co, 
1742 South Main Street 
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IMPORTANT SAFETY NEWS |ssermas axe 


events to attend 





Governor’s Industrial Safety Con- 


e ference. Fairmont Hotel, San Francisco, 

New line of North PVC Calif., Feb. 6-7. Information: California 
Dept. of Industrial Relations, Div. of In- 

dustrial Safety, 965 Mission St., San 


industrial clothing and gloves | ‘""’* 


Southern Safety Conference. Mem- 
phis, Tenn., March 2-4. W. L. Groth, 
executive director, Southern Safety Con- 
ference, Inc., P. O. Box 8927, Richmond, 
Ss, FEATURES = 

i) 

































e@ Tough—last two to five times as 
long 24th Annual Regional Safety & 
Flexib Fire Conference & Exhibit. Bellevue- 
@ Flexible—allow full freedom of Stratford Hotel, Philadelphia, Pa., March 
movement 





5-6. Information: Harry H. Verdier, ex- 
e Resistant—withstand chemicals, ecutive director, Safety Council, Chamber 
oils and solvents; nonflammable and of Commerce of Greater Philadelphia, 12] 


waterproof S. Broad St., Philadelphia 7, Pa. 

Seams are stitched with strong chemical 37th Annual Massachusetts Safety 
and heat resistant thread, then shielded | Conference & Exhibit. Hotel Statler, 
and electronically welded for liquid- Boston, Mass., March 17-18. Information: 
proof security. Bruce Campbell, manager, Massachusetts 


: . Safety Council, 31 State St., Boston 9. 
Pliable plastic buttons are electronically an eee si 


welded in place, providing greater 


strength than sewn types. 5th Annual Western Safety Con- 
Raglan sleeve design and generous cut gress & Exhibit. Ambassador Hotel 
mean extra comfort. Los Angeles, Calif.. March 17-19. In- 


formation: Joseph M. Kaplan, manager, 
Greater Los Angeles Safety Council, 3388 
W. 8th St., Los Angeles 5, Calif. 


North PVC fabric has excellent abrasion 
and snag resistance. 


Garments are non-aging, nonoxidizing 
and nonflammable—remarkably easy 
to clean. Northeastern Indiana Safety Con- 
Safety fly front available with welded ference & Exhibit. Ft. Wayne, Ind., 
March 18-19. Information: Ivan A. Mar- 
tin, manager, Safety Council, Chamber of 
Commerce of Fort Wayne, Fort Wayne 2, 


buttons, snap fasteners or zipper closure. 


Gloves have a knitted interlocked fabric 
lining and are made with a special PVC 


compound providing great flexibility om 

and two to five times the life of ordi- 

nary types. 33rd Annual Western Pennsyl- 
The complete North PVC line includes vania Safety Engineering Conference 
industrial gloves, aprons, rain wear, and & Exhibit. Penn-Sheraton Hotel, Pitts- 
a wide range of protective clothing of burgh Pa., Mare h 25-27. Information: 
all types. Write today for complete Harry H. Brainerd, executive manager, 
information, Western Pennsylvania Safety Council, 605 


Park Bldg., Pittsburgh 22, Pa. 


28th Annual Greater New York 
Safety Convention & Exposition. 
Statler Hotel, New York, N. Y., April 
14-18. Information: Greater New York 
Safety Council, 60 E. 42nd St., New York 
i, ee 


Annual Conference, Industrial Ac- 
cident Prevention Association. Queen 
Elizabeth Bldg., Canadian National Ex- 
hibition, Toronto, Ont., Canada, April 21. 
Information: R. G. D. Anderson, general 
manager, IAPA, 90 Harbor St., Toronto 
1, Ont., Canada. 





Dept. C, Philadelphia 38, Pa. 





Attend your local safety meetings 
—you'll find them well worth-while. 











Associated companies and distributors throughout the world 
Circle No. 12 on reader service card for more Information 
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COMPARE ITS BIG SIZE 


Fe 
@ ) 


The white space on this page is exactly the size of the 
Magic sheet; over 50% larger and our paper costs you 
less. It has twice the tearing strength. Loaded with 
sparkle-power, it polishes—and protects—as it cleans 
crystal-clear. 
Compact Self-Mounting Dispenser has no moving | 
parts. No drilling, No screws. Just stick it to the wall. | 
Magic Heavy-Duty Cleaning Station is for heavy grit | 
areas or where anti-fog protection is needed. Magic Lens 
: Cleaning & Anti-Fogging Fluid is pressure-packed. 1,400 
applications per can. One Magic can equals 4 old-fash- 
ioned bottles. That’s the first saving. No pump. Nothing 
to refill. 
Indestructible Dispenser locks can in place. No pilfer- 
age possible. Releases each sheet of paper 1-by-1, not in 
bunches; greatly reducing waste. 
Magic Heavy-Duty Paper, not silicone treated, is our 
: superb wet-strength tissue. No scratching on plastic, and 
re no lint. Again, you save money. 
s Ask to exchange Magic for your old cleaning stations 
% FREE, or order anew—now! Wire or write us or your 
Safety Jobber today! 







<) 





SILICONE TREATED 


Lm 3 


ho 


Compare the Quality, the Size and the Price and Buy. 


Magic Lens Tissue, 6 refills per carton, $8.40 
Magic Lens Tissue Dispenser each, $2.50 
Magic Heavy-Duty Paper Dispenser each, $5.95 


Cleaning & Anti-Fogging Fluid, Twelve 12 oz. cans _ per carton, $12.50 
Magic Heavy-Duty Paper, 18 giant refills (760 sheets ea.), per carton, $11.60 
All prices F.O.B. shipping point 








aaa Exchange all your other — 
Stations for Magic FREE 





; 
Magic Lens Tissue Magic Heavy-Duty 
America’s leading Cleaning Station 
Eye-aid for . Science’s answer to 
E ‘< Sah ‘ Grit, Fog, and Grime. 
"The Silicone Paper Company of America Inc. 75 E, 45th St., New York 17, N. Y. 
Ricca ie! tS ee atl a eae Pat vishal i tt, OC et Me 


Circle No. 13 on reader service card for more information 
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Edmont 30% thicker red Neox (reinforced neoprene) coated Redmont gloves pro- 





tect operator's hands on high pressure shot blasting jobs. 


How Edmont job-fitted gloves 
solve hand protection problems 





Redmont No. 934—4 styles 





Neox No. 922—8 styles 





Monkey-Grip No. 312—13 styles 


FREE TEST OFFER TO L 


Finds savings in safety 
EDMONT CASE NO. 585: For handling accumu- 
lated mercury, mercury products and tramp iron 
particles in the amalgamation boxes of mill grind- 
ing circuit, Edmont recommended this extra 
heavy duty Neox (reinforced neoprene) coated 
glove with cured-in safety grip finish (Redmont 
No. 934). It wore 3 times longer than previous 
gloves because it resisted cutting, puncturing 
and snagging as well as abrasion. 


Glove costs cut 85% 
EDMONT CASE NO. 604: For a cadmium plat- 
ing operation, Edmont recommended this Neox 
coated glove (No. 922) which has the toughness 
of neoprene but is as flexible as plastic. Adoption 
of the job-fitted glove reduced hand protection 
costs from 9.7 cents to 1.3 cents per man-hour. 


Protects from strong solutions 
EDMONT CASE NO. 611: For job of cleaning 
small forged parts Edmont recommended this 
plastic coated gauntlet (No. 312 Monkey-Grip) 
It protected hands from oil, strong alkaline and 
cyanide solutions; wore 6 shifts longer than 
gloves previously used. Monkey-Grips are also 
available with triple-thick palm coating for ex- 
treme abrasive conditions. 


ISTED FIRMS: Tell us your operation, 


materials handled, temperature condition. From our more than 50 
different types of work gloves we will recommend the glove and coating 
that best fit your job and send you samples for on-the-job testing. 


EDMONT MANUFACTURING COMPANY u™ 


1244 Walnut Street, Coshocton, Ohio 
In Canada write MSA, Toronto 


Edmont 


feta, ‘vn 
Edmont 


JOB-FITTED GLOVES 


Circle No. 14 on reader service card for more information 
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During a loading operation at Mac- 
Millan & Bloedel, Ltd., Vancouver, B. C.. 
Canada, a fork truck collided with a pile 
of lumber. Several 50-65-lb. lumber 
planks fell 16’, striking John Menear. 
However, because he was wearing a hard 
hat, Menear was not injured. 


A 3-lb. wrench fell 30’, striking James 
Ault, Florida Power & Light Co. em 
ployee, on his protective helmet The 
helmet cushioned the blow: Ault was un 
hurt 


In the alum = department, Stauffer 
Chemical Co., Richmond, Calif., Alex 
Brown was operating an electrically 


powered tractor when the retractable 
power cable became twisted and was 
pulled from its socket. As the power 


cable unwound itself, the 5-lb. metal 
socket struck Brown’s hard hat several 
times The hat prevented serious injury 


George C. Silver, Mid-West Refinery 
Div., Leonard Refineries, Inc., Alma, 
Mich., was working near a reaction tower 
4 worker 40’ above him accidentally 


kicked a 2%-lb. hammer wrench, which 
fell and struck Silver’s hard hat The 
yury only a stiff neck 


John Morris, Hydro-Electric Power 
Commission of Ontario, was driving home 
from work in his automobile when a 10 
ton truck turned onto the highway di 
rectly in front of him. Morris’ car struck 
the truck cab hard enough to demolish 
the passenger vehicle. Morris’ head 
went through the windshield, but be 
cause he was wearing a protective hel 
met, he suffered nothing more serious 


than slight facial cuts 


At Southwestern Public Service Co., 
(Amarillo, Texas, Billy Harwood was 
issembling material in front of a truck 


He was in a bent-over position. The 
driver moved the truck within several 
leet ot Harwood, and as Harwood 


straightened up he caught his head on 
the A-frame poles extending from the 
front of the vehicle. His hard hat saved 
him from serious injury. 


Lineman Donald Fleming, Niagara 
Mohawk Power Corp., Watertown, N. Y., 
was engaged in a fire-fighting operation. 
He was standing on a_ truck-mounted 
aerial ladder, using a hand extinguisher 
on a burning utility pole. Suddenly, the 
pole broke in two from the heat, and the 
top part, which weighed an_ estimated 
1,000 Ibs. fell in an are, striking Flem 
ing’s hard hat. He was not injured. 
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Emergency? Bad conditions? Wet, messy job? 
You need Thom McAn’s 
moisture-resistant safety shoes! 





T’s midwinter— and something goes wrong! That’s 
| time your men will be glad they’re wearing 
Thom McAn’s special] moisture-resistant safety shoes. 

Look at the shoes in the picture. They’re Thom 
McAn’s two latest safety shoes— specially designed 
to keep liquids out, feet dry, safe, and healthy. They 
automatically shed any liquid that touches them! 
They’re approved by leading buyers in plants all over 
the country. 

S-1014 Matte Black. Bavont-treated uppers. Bavon- 
ized leather is certified up to 250 times more resistant 
to water penetration than ordinary leather. Dacroen*- 
stitched. Steel toe box. Neo-cord sole and heel. 


* Re Tr 





om NicAn 


S-4115 Matte Brown. Quilon*-tanned leather uppers 
by DuPont. Guaranteed highly resistant to water and 
chemicals. Dacron*-stitched. Steel toe box. Neoprene 
sole and heel. 
BUY THEM THREE WAYS: 1, Directly from Thom 
McAn warehouses for plant inventory, or on mail- 
order basis. 2, Through Thom McAn’s special In- 
Plant Fitting Plan.3, At Thom McAn Shoe Stores. 
Send today for details on Thom McAn’s special 
moneysaving plans— plus a full description of the 
new Thom McAn Safety Shoe line. 

Write: Thom McAn Safety Division, 25 West 43rd 
Street, New York 36, N.Y. )58 Melville Shoe Corpor 





SAFETY SHOES 


A Division of Melville Shoe Corporation 


Circle No. 15 on reader service card for more information 
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Safety Shoes 
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Your copy is ready 











Our new catalog is now being distributed. It has been 
carefully compiled to ease your problems in supervising 
a modern safety footwear program. 
You can turn with confidence to the Iron Age catalog. 
In it you will find everything from high styled. safety 
oxfords to sturdy work shoes . . . even safety rubber 
footwear. And all these numbers bear the unmistakable 
stamp of Iron Age quality and craftsmanship. 
PACKED FULL OF We would like you to have a copy of our new catalog. 
It’s ready and waiting. Write or send the convenient 


COLOR ILLUSTRATIONS coupon today. 


AND INFORMATION MAIL COUPON FOR YOUR FREE COPY 


ae Re ag ee ee ee ee re Oe ee i 
ROLIT 
ABOUT lron Age Division, H. Childs & Co., Inc. Dept. #2 
IRON AGE SAFETY SHOES ona seagaaaaiae 
Gentlemen: 


Please send me without obligation a copy of your new Iron Age catalog. 





| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 


NAME—_ = SS 
COMPANY 
; REET 
The Safety Shoe for Industrial America ~— 
} city ZONE STATE 
l ccciectedcporisnanep einen tenn aeaeaeea dl 
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Jet engine run up check at Riverhead, L. |. plant, Grumman Aircraft Engineering Corp. Note AO Sound Protector on tester 


Piane is the Tiger F11F-1. This plane flies supersonic in level flight and is the latest of a long line of Navy fighters produced by 
Grumman. It is powered by a J65 axial-flow turbo-jet with after burner 





Grumman’s Jet Operational Plant Uses The 


AO SOUND PROTECTOR 


To Muffle Noise 


A New Year’s Eve celebration is quiet as a churchyard compared 
to checking jet engine run ups! To muffle noise of 140 plus decibels 
and to prevent fatiguing personnel, Grumman Aircraft Engineering 
Corp. chose AO 372-8 SOUND PROTECTORS. 

Ruggedly constructed, the AO 372-8 Sound Protector maintains 
performance even after constant off and on use. Many installations 
report no replacement of any part even after 2 years. Ear seals are 
solid, comfortable vinyl sponge and puncture proof which lowers re- 
placement costs. They are also non toxic and resistant to body oils. 

Have a noise problem? Write us for literature containing attenua- 
tion charts which clearly prove the superiority of American Optical 
Sound Protectors over all others tested. 


Available in helmets and with adjustable headgear. 
Also with intercommunication systems. 





Prior to installation in the plane, the 
jet engine is repeatedly tested in 
the Engine Test House. Without AO 
Sound Protectors, the noise would 
be intolerable. 





Always 












4 . ; d 
, American ) Optical [am 
COMPANY Trade marked 
SAFETY PRODUCTS DIVISION Safety 
Products 





SOUTHBRIDGE, MASSACHUSETTS + Branches in Principal Cities 


Circle No. 17 on reader service card for more information 
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USEFUL LITERA | U 





To obtain any of the literature or free services listed here, 
circle the correct number on the Readers’ Service Card. 


“THE PREVENTION of Occupational 
Skin Diseases,” by Dr. Louis Schwartz, 
now is offered by Huntington Labor- 
atories. Schwartz, an_ internationally 
known authority on dermatitis, collab- 
orated with a technical committee of 
the Assoc. of American Soap & Glyc- 
erine Producers, Inc. in preparing the 
manual, Compensation records, incident 
ally, reveal that two-thirds of all occupa 
tional diseases are skin diseases 


Service No. 93 on reader service card 


EFFECTIVE use of color can pay off in 
production and safety dividends, Tropical 
Paint Co. reminds us in a new folder. A 
pipe color coding system based on na- 
tionally accepted color standards is fea 
tured. 


Service No, 111 on reader service card 


DUST CONTROL and its relationship 
to stepped-up production are discussed in 
Pangborn Corporation’s new bulletin 
Other benefits cited include lower house- 
keeping costs, longer machinery life, and 
improved community relations. 


Service No. 112 on reader service card 


CANS produced by Eagle Mfg. Co 
described and illustrated ir 


pany’s catalog. Eagle cans are equipped 


are 


the com- 


with a self-adjusting guard cap that pre 
vents leaking. They are safe for all ex 
plosive and flammable liquids. 


Service No, 113 on reader service card 


SAFETY BELTS AND HARNESSES 
are reviewed in W. M. Bashlin Company’s 
catalog 54-S. This company also main- 
tains a complete line of linemen’s equip- 
ment. The catalog emphasizes the prod 
ucts’ qualitv. 


Service No. 114 on reader service card 


A COMPLETE 


catalog is offered by 


Chicago Eye Shield Co. Among the 
products featured: welders’ cup-type 
goggles, hat-’n-shields, welding helmets. 


and welders’ cover goggles 


Service No. 11 on reader service card 


A PORTABLE audiometer developed by 


Beltone Hearing Aid Co. is described in 


detail in new literature. The device's 


18 


accuracy, ease of operation, light weight 
and low cost are cited. 


Service No. 23 on reader service card 


UL-APPROVED ladders produced by 
Dayton Safety Ladder Co. are cataloged 
in literature offered by the manufacturer 
Applications for various ladders are sug 
gested. 


Circle No. 88 on reader service card 


HIGH-VACUUM hand pumps of Tok 
heim Corp. are detailed in company lit 
erature, which features an approved 
liquid list. These pumps deliver up to 
20 gallons per 100 strokes. 


Circle No. 115 on reader service card 


A NEW instant fire ex 
tinguisher in which Karbaloy can_ be 
stored is described by Fyr-Fyter Co. in 
new literature. Karbaloy is non-freezing 
and non-toxic. 


pressurized 


Circle No, 24 on reader service card 


THE COMPLETE line of Autocall 
Company’s fire alarm systems is described 
in an illustrated, color catalog. 


Circle No. 116 on reader service card 


BASE-MOUNTED jib cranes in the 


500-pound to 10,000-pound capacity range 
are detailed in Becker Crane & Conveyor 
Company’s new catalog. Factors influen 
ing proper selection of crane capacity, 
boom length, and height of lift are spelled 
out. Engineering drawings and dimension 
tables are also featured. 


Circle No. 117 on reader service card 


INDUSTRIAL maintenance chemicals, 
including waxes, soaps, sealers, polishes, 
and cleaners, are featured in a colorful 
new catalog offered by R. M. Hollings 
head Corp. The folder lends itself to 
reference use within a sales binder or as 
a wall chart. 


Circle No, 118 on reader service card 


IF YOU show safety movies, you'll be 
interested in Eastman Kodak’s new 
pamphlet on audio-visual projection. The 


evrrwemFs FFww 


BSswewws oes ew eee 


booklet contains sections on room facili- 
ties, seating plan, screen size and type, 
loud speaker location, projector location, 
image brightness, and projector distance. 


Circle No, 119 on reader service card 


SIXTEEN questions which experience 
has proved maintenance men ask most 
often concerning hydraulic water rams 
are answered in Hydraulic Mfg. Com- 
pany’s new pamphlet. The ram, it is 
pointed out, is an effective “do-it-your- 
self” device for cleaning pipes and drains 


Circle No. 120 on reader service card 


SAFETY-STEP ladders, hydraulic lifts, 
and fixed and adjustable work platforms 
are highlighted in Ballymore Company’: 
new 20-page catalog. The company’s new 


pyramid d 





ign is deseribed in detail 


Circle No. 20 on reader servicec card 


OCTO-SOLVE, a liquid cleaning con 
centrate, is described in Brulin Com 


pany's new bulletin. Specific applications 


of the product are cited, and its benefit 
’ 


terms of safety and 
| 


lerscored 


economy are un 


Circle No. 77 on reader service card 


BULLETINS on air-cooled and water 
cooled coolers are now available from 
Sunroc Corp. The products are described 
and illustrated. Specifications are cited 


Optional equipment is reviewed 


Circle No. 121 on reader service card 


SAFETY SHOE STYLES for men and 


women are reviewed in Lehigh Safety 
Shoe Company's new 16-page catalog 
l'ypes of safety shoes best suited for 
particular industrial conditions and haz 


Circle No, 30 on reader service card 


A TRUCK which lends itself readily to 
use as a squad, rescue, or emergency car 
is illustrated and reviewed in literature 
prepared by Sharpsville Steel Fabricators 


Circle No, 122 on reader service card 


COATED FABRIC work gloves are the 
subject of Granet Corporation’s colorful 
new catalog. Various styles are illustrated 
and reviewed. Among the glove types fea 
tured are neoprene and vinyl plastic. 
There is a chemical resistance chart 
grading performance of various types of 
gloves in handling different chemicals 


Circle No. 3 on reader service card 


POWERED adjustable ramps manuta 
tured by Rowe Methods, Inc., are cov 
ered in a new 8-page brochure. Specifica 
tions as well as design and operating 

Among the 
A djust-A-Dock 
an hydraulic dock leveling device with 
capacities from 10,000 to 20,000 pounds; 
and =Adjust-A-Truck, a  40,000-pound 


characteristics are given. 
products reviewed are: 
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YOUR BEST MOVE... MOVE 


with MERRILL 


MATERIAL 
HANDLING 
DEVICES 






LIFTING 
CLAMP 


i 
| 
| 
; 
| 
: 




















For Interesting Information write 


MERRILL BROTHERS 





56-45 Caspian St., Maspeth, N. Y. 
PTE MTR ERIOMEME 
Circle No, 18 on reader service card 





capacity hydraulic leveling device which 
is installed in the pavement in front of 
docks to lift or lower trailers to prope! 
height 


Circle No. 123 on reader service card 


TRASH ELIMINATION is the subject 
of a new catalog published by Alsto Co 
It tells how damp, green, or dry refuse 
may be burned safely in an outdoor in 
cinerator located 10% from _ buildings. 
Many sizes are available. According to 
the brochure, the incinerators require no 


installation cost or auxiliary fuel. 


Circle No. 124 on reader service card 


THE RIGHT material, the right equi 
ment, and the right technique are the 
components of complete, scientific floor 
care, according to a Multi-Clean Products 
booklet on the subject. Maintenance ol 
rubber tile floors and restoration of 

ew look to faded floors are among tl 
bulletin’s highlights. 


Circle No, 125 on reader service cord 


THE SAFETY features of Eagle-Piche: 
Floor-Dry No. 85 are spelled out in a new 
bulletin The produc t's economic benefits 
are also discussed. Eagle Picher officials 
report actual tests indicate Floor-Dry 

ers more area per pound because of 
its light weight. 


Circle No, 126 on reader service card 


4 USER REPORT which tells how lead 
ing companies improve maintenance in 


metal-working processes through 


proper 
se of paper wipers is now available from 


Scott Paper Co 


Circle No. 127 on reader service card 


GLOVES, boots, vests, sleeves, and coats 
are among the products reviewed in the 
Advance Glove Mfg. Co. Safety Catalog 
No 1057. Plastic, 


gripper gloves are graded for the various 


neoprene, and 


glass 


types of chemical handling by 
a chart 


means of 
Circle No. 128 on reader service card 


MOBILE ll-steel safety ladder sta 
ire described and illustrated in a new 
8-page catalog issued by Aluminum Lad 


der Co. The stands are equipped with 
special ball bearing casters, which re 
tract automatically under weight. Height, 
platform, size, width, and depth din 


I 
sions are stated. 


Circle No. 129 on reader service card 


“PREVENTIVE Maintenance Service 
Manual” is a pocket-sized booklet pre 
pared by Towmotor Corp. containing tips 
on the care and servicing of material 
handling equipment. A 32-point check list 
advises how to avoid unnecessary repait 
bills, and also tells how to spot trouble 
before it starts 


Circle No. 130 on reader service card 


continued on page 25 
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Maintenance 


cuts man hours 
in half! 


On an economy kick? No better place 
to start than your floors. 


LeGGE Polishes are tailored to give 
longer - lasting protection under the 
pounding of heavy traffic. They won’t 
be “walked off”. Minimum daily touch 
up keeps them going strong months 
after their initial application. Only 
rarely do you have to go for the big 
stripping job. 


Sure, you pay a trifle more for LEGGE 
quality than for ordinary polishes. But 
in a year’s time you save plenty because 
you use less. And, building after build- 
ing reports savings up to 50% on labor. 
One famous institution lopped $19,000 
off its annual floor maintenance budget. 


Get all this plus the Free services of 
a LEGGE-trained Specialist. Clip coupon 
for helpful booklet. 


Walter G. LEGGE Company, Inc. 














Dept. 0-2, 101 Park Ave., 
New York 17, New York me, 
Branch offices in principal 71 phe dap 
cities. In Toronto — ‘a 
]. W. Turner Co. LEbGE SYSTEM 

© haters Fie 4 

li kemuntenanell 
: Walter G. LEGGE Company, Inc. 1 
1 101 Pork Avenue New York 17, N.Y. O-2 - 
! 
1 0 ©. K. Show me how LEGGE con 1 
1 sove me money. ' 
7 (CD Send Free teoklet on ; 
1 floor maintenance. 1 
1 1 
s Neme__ — ee ' 
- Firm | eatideied : 
} Address_ salleaseditiasuale : 
} < — Zone State oi : 
Ln wana as — = aint Generali eee 
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NEW CONCEPT OF SAFETY AND STABILITY 
ACHIEVED IN BALLYMORE Safety-Step LADDERS 


SECURE FEELING OF WORKERS 
REVOLUTIONARY PYRAMID DESIGN GIVES ADDED SAFETY RESULTS IN BETTER, FASTER WORK 


The new pyramid design of BALLYMORE Safety-Step LAD- 
DERS offers above-floor working safety never before avail- 
able. Safe, sturdy, well balanced, these new ladders will 
not sway, tilt or “kick out.’ Because workers feel safer, 
their jobs are performed quicker and with more accuracy. 














Fingertip mobility, supplied by large casters, permits 
quick, easy relocation of ladders...saves time and money. 


Thirty-five models offer work levels up to fifteen feet. 

All-welded construction assures permanent stability. 
Write to the Ballymore Company, West Chester 14, 

% Pa., for the new 20-page catalog describing the 


complete line of Ballymore equipment for above- 
floor working safety. 





PYRAMIDED FOR SAFETY 


MANY MODELS TO CHOOSE FROM 
STEEL OR ALUMINUM 

















af %) \ ‘a 
/_ NPY ~ 
5 a= =) 
é y y Step on the pedal, two legs 
= = = and non-swiveling rear casters 
1\) ” aa hold ladder firmly in place 
wa Casters provide fingertip mo- while in use. Release pedal, 


ladder rolls easily to location 


| Rubber- | 
bility. Rubber-tipped legs lock of next job. 


to floor when in use. 


Three-step, r 
Handrails Auf 












/ fey . Y . Maintenance and repairs of operating and ventilating 
ALT . , Two-step, equipment require the stability and mobility of Ballymore 
/ Seidel all-steel welded “‘Hi-boy” Ladders. ea 
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TOP PRODUCTION WITH SAFE, CONVENIENT 
WORK PLATFORMS AND HYDRAULIC LIFTS 


A complete line of fixed and 
adjustable-level work platforms 
and mobile access lifts is offered 
in many standard production 



























Handra 






drails a ae sizes. Work levels of platforms 
t available up to 15 feet; access 
CHOICE OF HEIGHTS: lifts up to 42 feet. Special 
One to seven steps, steel. CHOICE OF WIDTHS: platforms and lifts designed 





One to five steps, aluminum. and manufactured to fulfill 


specific requirements. 


BALLYMORE EQUIPMENT FOR ABOVE-FLOOR 
, WORKING SAFETY 
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20” or 30” at bottom. 
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WHERE WEAR MEANS THE MOST 






HAS THE BEST: 


HY-TEST 
SAFEty SHOES 


ore made by the World's Largest 
Shoemaker which is also one of the 
World's Largest Sole Manufacturers 
...H510 shown here features new 
long-wearing, anti-slip Resist-Oil 
Crepe Cellular Grit sole and heel 
developed in our own plant. 





HY-TEST 

A BETTER SOLE FOR Every WORK CONDITION SaAFEty SHOES 
Right down at the base of things... at the sole... that’s Division 

where workers need the toughest, safest, longest-wearing INTERNATIONAL SHOE COMPANY 
materials they can get. And they get them in HY-TEST! 1509 ag nome 3, Mo. 
Among the more than twenty types of soles available in 927 N. 3rd St., Philadelphio 23, Po. 
the great HY-TEST SAFEty SHOE line, there is a better ee 

sole for every work condition. This selection has been Pee ————— 
termed, “the largest ever in any shoe line...a choice of y/ YEARS OF 
finest oak leather, cord, cork, crepe, grit, conduktor, / PROGRESS 
Super Resist-Oil and many others!’’ Give your workers / ,. 3 / 

safe and sound footing... order HY-TEST. ( ee | 


LARGEST 
SNS . 


—— 
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INFORMATION FOR SAFETY DIRECTORS 


about improved products and new services 


made possible by DY PONT CHEMICALS 





ERE are ways you can get extra value for 
H your purchasing dollar. These modern 
products, which bring new safety and efh- 
ciency to your operations, are made possi- 
ble by Du Pont Chemicals used in their 
production. 


The three shown here are examples of 


many new and improved products in which 
Du Pont Chemicals play a part. Ask your 
regular suppliers about them, or send the 
coupon below to get more information in- 
cluding names of manufacturers from whom 
these products can be obtained. 





Chemical control of weeds with Du Pont Tervar® 
weed killers removes fire hazards due to vegetation around 
factories, storage tanks, warehouses, rail sidings, etc. 
Nonflammable, noncorrosive ‘“Telvar’’ has minimum 
hazard for humans and animals, yet is deadly to plants, 
weeds, vegetation. 





New safe-handling features of Du Pont Reagents: 
Safety grip on 5-pint bottles provides a secure hold for 
lifting, pouring. Matching color-coded « aps and labels pro- 
‘Vide unmistakable identification. Dripless sleeve prevents 
dangerous acid dribbling. Order Du Pont Reagents from 
your nearest Grasselli sales office. 


DU PONT 
Grasselli Chemicals 


QU PONT 


BETTER THINGS FOR BETTER LIVING... THROUGH CHEMISTRY 





Work shoes and gloves are safer and more comfortable when made with 
leather processed by Du Pont Quilon® chrome complex. “Quilon” gives leather 
resistance to water, corrosive chemicals, perspiration—yet leather stays soft, 
pliable. Du Pont does not make leather or shoes, sells ““Quilon”’ to tanners for 
use in processing. 


Send for your free copy of the new 
“INFORMATION FOR INDUSTRY” 


Specially prepared for safety directors ...a com- 
plete packet of information on 9 products and serv- 
ices, including names of manufacturers of each. 
Yours for the asking... just fill out the coupon. 

















peor eee ee =— 
| 

E. I. du Pont de Nemours & Co. (Inc.) 

Grasselli Chemicals Dept., Room N-2533-S 

Wilmington 98, Delaware 

; Please send me your new folder, “Information for In- 
dustry.” I’m particularly interested in the items checked: 
| C) Improved work shoes and gloves. F) Du Pont Reagents. 
| O“Telvar” weed killers. 

| 

| NAME 

| * 

| FIRM i 

i . s 

i ADDRESS 

CITY. ZONE. STATE 
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to simplify your industrial hearing test program... 
check employee hearing faster, more accurately 


with the 


Beltone 


PORTABLE AUDIOMETER 


perry 
ee 


y 


SUTTTT} 





Model 9-A, $295. The most widely used audiometer for indus- 
trial hearing conservation programs. Model 9-A is equipped 
with individually equalized double air receivers, instruction 
manual, pad of audiogram cards, plastic dust cover. 





Hearing Conservation Programs play 1. Accuracy—exciusive one tube electronic circuit and 
an increasingly vital role in industrial safety single induction coil assure greater accuracy through 
plans. To insure against future excessive trouble free circuits. 
compensation claims, pre-employment : ; 
hearing tests by scientific audiometric 2. Ease of Operation —large easy-to-read dials allow oper- 
methods are a necessity. tor to prepare audiograms quickly, simply, with mini- 
Experts agree that the Beltone Portable mum amount of effort. 
Audiometer gives industry outstanding E p 
advantages for testing. Leading companies 3- Weight—only 11 pounds—far less than most previous 
have turned to the Beltone Portable audiometers. 
Audiometer because it gives them these P e: 
unsurpassed features: 4. Low Cost—no other audiometer costs so surprisingly 
little to buy, service, and maintain. 





Mail coupon today for fully illustrated FREE 
brochure, entirely without obligation. Dis- 


Model 10-A, identical to cover how the portable Beltone Audiometer Send for 

Model 9-A, except that if is : d t f FREE brochure 
equipped with calibrated —9°V*S YOu New advantages for easy, accu 

masking tone and bone con- rate measurement of hearing. that reveals 
duction receiver. Model 10-A, all the facts 


$350, 


SESHSCSSHSHHSS SHES SESH SESE SESE SESESES 





Audiometer Division 
Beltone Hearing Aid Co., Dept. 9-133 
2900 West 36th St., Chicago 32, Illinois 





Rush me, free of charge, full information on the Beltone Portable 
Audiometer. 


Beltone 














Name__ ———— — 
AUDIOMETERS ‘et 
made by the Beltone Hearing Aid Company 
WORLD'S LARGEST EXCLUSIVE MANUFACTURERS OF City semesinaieiaitiinemenntinsninirns Ms Raita 
AUDIOMETERS AND TRANSISTOR HEARING AIDS % 
Position___ 


2900 West 36th Street, Chicago 32, Illinois 


SSCS HEHSHESESH ESET ES ESEEEESE 


. 
SHCSSSSSSSSSSSSHSSSSSESOCHHSHSESHSSES SSE SESE SHEESH SESE ESSE 
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DQDrsilinae 


Fyr-Fyter’s handso@ 


e fedired / 


fainless steel extinguisher 
now has two new Bres to popularize it even 
more in schools, hosfftals, institutions and all in- 
dustry. Now only 10@ Tbs. pressure will charge the 
extinguisher . . . pressure that is available from air 
compressor equipment normally maintained by in- 
dustrial plants, service stations, garages and other 
handy sources. And, the strong, attractive heliarc 
welded tank, tested to 500 PSI, is now reduced 
in height so that the extinguisher fits conveniently 
in all standard hose or extinguisher cabinets. 


— —— 


only 100 Ib. pressure 


,. hearage caster,/ does costir,/ 


New Fyr-Fyter 


Pressurized Water 


Extinguisher 


: seeeeeeee ONIy 100 Ib. pressure 


required to charge 


bee... fits all hose or 


extinguisher cabinets 























easy to store! easy to use! 





Lighlieighl,, Anfole, easy Uo ude! 


The extinguisher is lightweight . . . 4 Ibs. lighter 
than any 24% gallon brass model. It’s ideally 
portable for use in all public places, especially 
where women may have to fight fires. Operation 
is easy! Just point hose at fire and press lever with 
thumb. Controllable 45-ft. stream responds in- 
stantly. Release the lever and pressure is shut off. 
Squeeze-lever is longer, stronger, fits heel of hand 
better. No annual recharging is required . . . visual 
gauge tells operating condition instantly. It has 
Underwriters’ Laboratories new 2-A rating. 


Write for complete information today, or contact your Fyr-Fyter representative. 


DIVISION PE 


221 CRANE STREET, COAYTON 1, 





COMPANY 
OHIO 


Branches: New York, Boston, Philadelphia, Chicago, Atlanta, 


Dallas, San Francisco, Los Angeles, 


IN PRINCIPAL CITIES 


REPRESENTATIVES 


Portland, Seattle 
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USEFUL LITERATURE 


continued from page iY 








THE LINE of material handling devices 
offered by Merrill Bros., Inc., is illustrate 
and reviewed in the firm’s new catalog 
Application drawings, engineering data, 
| 


and diagrams are used to advantage 


Circle No. 18 on reader service card 


4 CREAMY hand cleaner Go-Jo 
featured in a new folder prepared by 
Gojer, Ine. Rugged cleaning qualities 
combine with gentleness that will not 
harm the skin. The cleaner may be used 
with or without water 


Circle No, 160 on reader service card 


“FIRE DEPARTMENT SUPPLIES” 


in the title of American LaFrance ¢ 





poration = new 84-page product catalog 
Fire engines and fire protection ¢ 
ment. including fire extinguishers, hoses 
accessories signals, and lighting i 
featured 


Circle No. 131 on reader service card 


SAFETY through proper floor care is t) 


theme of Masurv-Young Company's new 


You get more comfort, safety and 
pa bookie “What Foor towns | PF OCECtion in safety clothing made of 


ow nis tal 


Thousandth of an Inch.” Floor surfaces an 


(a ~ 
H } 
discussed include asphalt, rubber, vir el 
; S = | 
cork tile. wood. concrete, terrazzo. a , Zp | ee 
marble. ——_ J 
= a4 
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“SANKEY” FOOT GUARD, wh Workers are happier and costs go down, 


protects the entire foot ever is it pre 


vides freedom of lez motion and comfort. | R@eause Silvabestos is tougher and lighter 


is featured in Ellwood Safety Applias 


Co. literature. Sankey knee guards 
knee-shin guards are also deseribed ar Safety clothing made of R/M’s re Second, your workers will be more 
illustrated lutionary Silvabestos goes a long w comfortable and more efficient — 
Circle No. 58 on reader service card i : ; 7 i 
toward eliminating the two major draw vhen they are wearing safety garments 
backs that have caused you trouble made of Silvabestos, because Silva- 
FIRE HAZARDS created by smolder in the past bestos is lighter and stronger than 
ing cigars and cigarettes can be « First, Silvabestos wears muc NAC ‘ther fabrics supplying the same 
nated by SIPCO dunking stations, Stand than other safety cloth of the same mount of protection 
ard Industrial Products Co. literature weight. Tests on the Wyzenbeck abra- Raybestos-Manhattan, originator of 
tells us. Various models we illustrate sive machine proved it to be as much the aluminum-resin coating process 
and the ir applications des —— as 249% more wear resistant! The muf- | which makes these dramatic advantages 
Se Th Se Sa eRe care are fle furnace test proved it retained up possible, produces Silvabestos cloth — 
« , 


to 56% more tensile strength 


er | not the safety garments made of it. 
FLOOR MAINTENANCE is the sub- | hour at 450°F. You can see what 


Send for a list of convenient sources 





ject of a new Walter G. Legge Co. book results like these mean to you in terms of safety clothing manufactured of 
let. Benefits of proper floor care in terms | of reduced replacement costs Silvabestos. 
of accident prevention and increased pro 
duction are cited. Long-wearing qualities 
of the Legge line are emphasized Wyzenbeck, muffle furnace, and other test data demonstrating 
Circle No, 19 on reader service card the characteristics of Silvabestos available on request 


RAYBESTOS-MANHATTAN, INC. 


ASBESTOS TEXTILE DIVISION, MANHEIM, PA. 





FACTORIES N é heim, Pa.; Bridgeport, Conn., Paramount, Calif.; 
Passaic N N ah W isville, Ind.; Peterborough, Ontario. Canada 
RAYBEST MANHATTAN, ING TextileseLaundry Pads and CoverseMechanical 
Packings e Brak « Bra ks e Clutch Facings « Rubber Covered Equipment 
Industrial R of { Plastics e Sintered Metal Products « Industrial Adhesives 

A d Whe e Bowling B 
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SAFETY) LIBRARY 
wis Lik books and films 


BOOKS: 

Flammable Liquid Trade Name 
Index, NFPA No. 325A. Published by 
National Fire Protection Assoc., 60 Bat 
terymarch St., Boston 10, Mass. 120 
pages. $1.50. This revised edition cites 


the flash point of 3600 flammable liquid 


trade name products as well as principal 
uses. The index has been compiled as a 
guide to safe storage and use of flamma 


ble liquids. 


Handbook of Powered Industrial 
Trucks. Published by Industrial Truck 
Assoc., #526 Washington Loan and 
Trust Bldg., Ninth and “F” Sts., Wash 
ington 4, D. C. $5.00. 94 pages. All types 
of powered industrial trucks are covered 
in this authoritative handbook. Selection, 
procedures, and ope ration are reviewed in 
detail. Engineering data provide — the 
reader a wealth of invaluable technical 
intormation. 


Practical Plant Protection & Polic- 
ing. Published by Charles C. 
301-327 E. Lawrence Ave., Springfield 


lll. 149 pages: $4.50. B. W. Gocke, 


structor, industrial plant protection, Uni 


I homas 


versity of Southern California, reviews the 









For 
Glass 
or 


Plastic 


Wise to Choose — Safe to Use 


COPYRIGHT THE WILKINS CO. INC. CORTLAND N.Y. 












| 
ee 


Cleans and Anti-Fogs All Types of 
Personal and Protective Eye Wear 


free Sample 


Send company 
letterhead for 


complete information 


Cortland 3,-N.Y. 


the WILKINS co., ine 








components of an efficient business and 
industrial security program, appraising 
the factors involved and recommending 
procedures. The plant guard’s respon 
sibilities and his importance to his or 
ganization are covered in detail Fur 
ther, there are sections devoted to physi 


security of a plant, methods of con 
trolling access, and an analysis of theft 


problems and how to control them 


Community Relations for Busi- 
ness. Published by BNA, Inc., 123] 
24th St.. N. W., Washington, D. C. $12.50 
John 7 


onsultant to General Electric’s plant 


McCarty, community relations 


nanagers, relates his experiences The 
book outlines techniques, programs, and 
procedures found to be effective in con 


munity relations Data are drawn from 


actual problem solutions adopted by some 


of the country’s leading firms \ fea 
ture of the presentation: an extensive ir 


ex and bibliography 


Handbook of Noise Control. | 
by Cyril M. Harris Published by M« 
Graw-Hill. 60 | 12nd St., New York 
N. Y. 1,184 pages: $16.50 The nature 
f noise, measuring methods, and noise 


ontrol techniques as applied to bui 


ings industry and transportation ire 
discussed Effective solutions now 
practic ire recounted in detai Dr 
Harris. of Columbia University’s Ele 
tronics Research Laboratories, was aid 
in this authoritative work by the con 
tributions of 45 noise experts 


FILMS: 


Take It Away. 16mm, b&w, 20 min. 
Available on a free-loan basis from Mai 
Whyte Co., Public Relations Manager, 
Film traces the history 
of slings The manner in which rated 

apacity of a sling will vary in relation 
to stresses is revie wed. Various types ot 


" ] 
slings ar shown, and their applications 


Take a Good Look. 16mm, 26 min 
olor Available on free-loan basis fi 
\uto-Owners Insurance Co., 303 W. Ka 
umazoo, Lansing, Mich A plant that 


had burned down makes a comeback 


It is rebuilt, and in the wake of the 
rebuilding, the film follows the activ 
ties of the company’s safety department 
in re-establishing the safety program 


To Live in Darkness, l6mm, b & w 
sound, 16 min. The necessity for ade 
quate eye protection in industry is 
stressed The value of sight is brought 
home graphically. Obtain from: National 
Society for the Prevention of Blindness 


1790 Broadway, New York, N. Y 


Let's Have Fewer Colds, one ree 
b & w., $55 color, $100 Cold prevention 


is spelled out in terms otf avoiding con 
tact wit people having colds avoiding 
chillin or overheating, and adopting 


nethods of maintaining resistance at high 
evels through sound health habits. Ob 
ain from: Coronet Films, Coronet Bldg 


Chicago, Ill 
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IN FIRE EMERGENCIES 











nr an ~+ ; 

r ‘ at our Fire 
xperts instruct 
pia) ry = nic =\ 
SVU = ques 

A ’ 
An Ss unique 
An reive 
nM, YO -CIVE 
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* pais iia 
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¢ Tra nen rr nr fire 
De = I 
c ANS ra 
re 
K = -~ JVu e 
1 need. Write us. Let 
S sul service plan. 





ANSU L CHEMICAL COMPANY / MARINETTE, WISCONSIN 
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Tuffy: 


Siings and 
Hoist Lines 








aoe ..- thanks to Tuffy ... three 


make the trip 


The Toronto Iron Works makes tanks on a 
production line basis. Plate steel is rolled 
and welded into 8’-long tank sections at 
one end of the plant. The sections are 
picked up by an overhead crane and trans- 
ported to the far end for final assembly. 
Formerly they were carried on a chain... 
a single section per trip, tying up the 
crane all day. 

In the course of a plant survey, which is 
a valuable part of the service rendered by 
Tuffy distributors, a better idea came up. 
Why not make a rigging of Tuffy Slings 
... handle all three sections of a tank at 
the same time... free the crane for other 
work? That’s exactly what is happening in 
the picture above. Result: easier handling, 
2%, | crane time, big production-dollar 
Further result, in the words of 
a company official: 


“This was the first time this plant used 











) ¢) FREE! Tuffy Sling Handbook 


union G 
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instead of one 


Tuffy Slings. Now they have standardized 


Tuffy Slings are ideal for this job (and 
because of their superb 
combination of super-strength and free- 
flowing flexibility. It’s just about impos- 
sible to kink a Tuffy Sling; and if you 
should, the kinks smooth out with no 


damage done. 


} | 
countiess otners 


Another Tuffy plus feature: Tuffy’s 
pressed-on ferrule is applied over tuck 
splices under tremendous pressure to give 
the sling eve 100% of fabric strength. 


Your Tuffy Distributor: a Good Man to Know 


He’s stocked to meet your needs; ready to make 
fast delivery of your Tuffy Slings, Tuffy Hoist Lines 
famous working partners of Tuffy Slings), and 
Union Wire Rope. And he’s qualified to help you 
find money-saving ways of using Tuffy products in 
your operation. Get in touch with him. 


Bb Wire Rope corp. 


Specialists in high carbon wire, wire rope, braided wire fabric, 
stress relieved wire and strand 


2298 Manchester Avenue 


Kansas City 26, Mo. 
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SAFETY in strong, optically correct tens, and rugged frame 


STYLE in clean, modern lines, with frames of rich bronze or slate biue 


. 
Hilt ess assures worker acceptance 


Usssco ai-piastic OAP-1-OP EU 


Symbol of high 
est quality and 
assurance that 
product meets 
all ASA Code 
and Federal 
Specifications 





\ 
Write for complete i All equipment in the USSSCO line is des gned manufactured, and 


} ) sold direct to the user by United States Safety Service Company 

kk - co ' 

| here's a trained, full-time USSSCO Safety Service Engineer near 
you. See Yellow Pages, or write Kansos City 





] 
! 
| 
| 


UNITED STATES SAFETY SERVICE v0. 


BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 








—N CANADA PARWMELEE a ° TORONTO ° MONTREAL 
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Goodyear's famous 


CHEMIGUM sole 
on this favorite 
Lehigh 
safety 


STOCK NO. 1645 
Brown grained 









































leather 
shoe 
Recommended for 
ee 
X 
CAUSTICS x | 
We tested this sole in a cylinder-block factory where a | METAL CHIPS X 
; ; a | HEAT xX 
steel-grid floor is covered with cutting oil, steel chips and - 
| CEMENT = | 
shavings; where ordinary ‘:eavy duty soles fall apart in - 
; a ee zs CINDERS - | 
4 to 6 weeks. After 4 MONTHS’ WEAR the tread-design SLIPPING X | 
on this new Chemi-Gum sole is not yet worn off! Wher- WATER X | 
r } 
ever you have severe underfoot conditions that chew up at | CUSHIONING xX 
conventional shoe soles, we recommend this new Lehigh 
construction. In addition to greatly prolonged service, _ 
nN 
it protects men’s toes from heavy blows. even 
worn off 
after 
4-months 
daily 
service 
¢ in 
7 4 cutting oil 
| and 
Emmaus, Pa. steel chips! 


-~ 
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ULTRASONIC equipment can be used 
Here portable equipment is testing the 
coal mine hoist. 


Silent Soun 


THE pocToR adjusts his. stetho- 


back and chest. 


listens for sounds of heart and lung 


scope, taps your 


trouble. The doctor doesn’t have t 
operate to get information; his 


sensitive instrument probes from 
the outside. 
In much the 


safety 


same manner. a 


man can now listen for de- 


fects in enclosed machinery and 


flaws in metals. He doesn’t have to 


tear the machinery apart: usually 
he doesn’t even have to interrupt 
The 
man can probe from the outside by 


using ultrasonics as his stethoscope. 


production. modern — safety 


Example: W. A. Black, chief 
Steel & Tubes 
Division, Republic Steel Corpora- 


electrical engineer, 
tion, Cleveland, Ohio, speaking at 
the American Steel & Iron Institute, 
told how 
to test a large engine crankshaft. 
The crankshaft was part of the 
most 


his firm used ultrasonics 


important single operating 


unit in one plant, a 44” blooming 


indoors and out. 
sheave axle on a 


: Safety's 


nill \ 


steam ¢ 


M)-vear-old. 25.000-} 


ngine supplied powel! IO! 


this mill. Practice had beer to make 


frequent visual inspections 


In one inspection, experienced 
eves of trained inspectors missed 
signs of trouble: the mill and its 


engine were pronounced to be 
eood state of health. Yet. dee} 
the heart of the engine. trouble was 
brewing. 
The silent sound waves of the 
ultrasonic test equipment disclosed 
two invisible. yet extensive, fatigue 
cracks in the 


They 


crankshaft bearing 


shoulder. were 


ompletely 


covered by the crankthrow, hidder 
from view. Maintenance crews 
watched for more serious breaks. 
In only five days, the cracks grew 


wide enough to be unsafe. and the 
126-ton crankshaft was ordered re- 
placed. 


Automation: The 


Steel story is but one example of 


Re public 


the modern safety man’s use of 
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IT’S UNNECESSARY to stop these paper mill 
check for cracks. 


while the rolls are 





rolls to 


Ultrasonic equipment makes the test 
> at work. 


Stethoscope 


ultrasonics. As automation takes 


hold of industry. preventive main- 


tenance becomes more important. 
Machines are called on for more 
production, at higher speeds, with 


less allowable inspection and repair 


time One man 


supervises many 


irom a 


machines, 
able 


pected to know each machine inti- 


otten 
distance. He 


consider- 


cannot be ex- 


when he 
was identified with but one machine 
and its work. No longer is it an 
“It looks all right to me, Charlie.” 
inspection; 


mately as in former days. 


now. trained crews 
must maintain equipment regularly 
to ensure worker safety and plant 
productivity. 

The opportunity to inspect com- 
ponents without taking a machine 
apart opens new fields in accident 
prevention. It is now possible to 


simultaneously 


prevent accidents 


and eliminate production losses 


without so much as 


stopping a 
machine. 
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Safe Cleaning 


SILENT SOUND, ithe system 
of ultrasonics. has many other 
uses besides that of testing for 
metal flaws. Of particular in- 
terest to the safety man_ is 
ultrasonic cleaniag. It’s espe- 


cially useful in decontaminat 
ing radioactive objects. 


Method: Ulirasonics cleans 
by a system of “cold boiling.” 
Parts to be 


mersed in detergent solution. 


cleaned are im- 


Inaudible sound waves (above 
break 


repeated 


56.000 cycles a second) 

up the liquid. The 
formation and collapse of mil- 
lions of entrapped vapor bub- 
bles—released many thousand 
times each second—ac« omplish 
the cleaning. 

The scrubbing action in 
ultrasonic cleaning breaks the 
surface tension of erease or 
contaminants, providing “blast” 


cleaning. The agitation of the 


HOUSEKEEPING 
FOR INDUSTRY 





“COLD BOILING” with silent 


sound provides —_ thorough 
parts cleaning — even de- 
contamination of radioactive 


objects — with maximum 


safety. 


With Sound 


liquid cannot be seen, but the 
results are immediately visible. 


Can you use it? Can you 
use ultrasonic cleaning in your 


plant? Ask 


three questions: 


yourself these 


1. Is the part contaminated 
or covered with hard-to-get-ofl 
soils? 

2. Is it an unusually hard-to- 
clean part? 

3. Is complete cleanliness 
necessary ¢ 

If your answer to any of the 
three is yes, you probably can 
use ultrasonic cleaning to ad- 
vantage. 

Ultrasonic cleaning works 
equally well with conductors or 
non-conductors. Parts may be 


taken 


apart, and there is no danget 


cleaned assembled or 
of breakage from agitation. re- 
eardless of how fragile an item 
may be. @ @ 











SILENT SOUND 


continued trom page 51 





How it works: Ultrasonics uses 
electricity to transmit high  fre- 
quency sound vibrations, or ultra- 
sonic waves, through metal, rubber. 
plastics, ceramics. and other mate- 
rials. These sound waves are re- 
flected in a uniform pattern unless 
interrupted by a flaw or crack in 
the material. The waves can pene- 
trate more than 100 feet of metal. 

Echoes of the waves appear as 
vertical pips on a cathode ray 
Flaws are identified by size 
As the search 
unit scans the metal. flaws are pin- 


screen 


and shape of pips. 
pointed on the reference screen. 


Equipment: Portable ultrasoni: 
testing equipment—consisting of a 
search unit and cathode ray tube 
cabinet—weighs about 100 pounds, 
It uses about as much electricity as 
a TV set. 

Three types of contact search 
units provide a broad variety of 
The straight 


beam search unit. normally used on 


inspection tec hniques. 


shafts and flat surfaces. projects a 
beam that is perpendic ular to the 
test surface. An angle beam unit is 
used for testing thin materials and 
tubing. A surface wave search unit. 
used on material of somewhat 
irregular shape. projects a beam 
of vibrations which travels along 
and just below the surface. 
Materials of extremely irregular 
shape may be tested while immersed 
in some liquid, such as water or oil. 
with a search unit of the immersion 
type. By varying the angle of the 
head, this search unit can provide 


straight or angle beam inspection. 


Application: Large and small 
firms in practically all industries 
can make use of ultrasonic inspec- 
tions. An aluminum company em- 
ploys ultrasonics in checking all its 
extrusion presses. The company 
estimates savings of $500.000 annu- 
ally from this preventive main- 
tenance. Savings come from elimi- 
nation of such things as work stop- 
pages, injury to people, and damage 
to equipment. 


79 
continued on page 73 
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IDEAS YOU CAN USE 





SIGNS . 


RAILS . . often the 


is the simplest. 


Two Ways 


To Stop Accidents 


recelving 
W The 
question bothered Linard Knight no 
end. 


for 


Carolina, 


HAT TO DO about 


department accidents? 
He was department foreman 
Charlotte. North 


processor ; and 


Inc.. 
food 


under company organization he was 


Lance. 


expected to eliminate hazards be/jore 
they produced injuries. 

Aisles weren't marked properly 
They weren't guarded against pos- 
the huge 
power jacks that moved constantly 
Workers 
had been taught safety principles. 
but 
needed. 


sible accidents caused by 
through the department. 


more than education was 
A second problem arose. too: 


several serious accidents occurred 
when people were hit by the heavy 
iron fire doors that opened into the 
department. Glass doors were pro 
hibited by 


Both problems were solved quite 


insurance regulations. 


simply. 





best 








a , 


and injuries 


accidents 


way to 


stop 


Solution: 
ab all 
met main 
the 
signs. but brilliantly painted bos 


ever-fl 


> 
Big signs were 


ve walkways whereve! 


department aisles—not 


just usual “watch ur ste} 


ishir red 


illuminated by 


lights. It was next to impossible for 
Lance workers to miss them. 
Along the line of the opening 


sweep ol the fire doors. Knight had 


two-inch bright yellow lines painted 


Opposite the door. as shown in the 
picture, a pipe-made suard was 
fixed. The circular lines were atte 
tion-catchers: workers saw thet 


ind knew that the doors might bar 
Phe pipe 


helped prevent injury to those who 


open any moment. cuard 


approa hed the door from the other 





direction. 

“Both these safety measures.” 
said A. L. Bechtold. personnel a 
rector, who gave us the story. “have 
done much to cut down on acci 
dents here at Lance.” @ ¢ 
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McDONALD PRODUCTS 


Sater Designed. 


with comfort in mind! 


the 


MDonald Rialto 
Safety Ladder 
Shoe 


makes any ladder 


DOUBLY 









cially designed 
toe digs into 
gravel 








onald Rialto Safety Lad- 


oe installs rigidly and per- 
3 










Approved by Underwriters’ Laboratories 





Send coupon for information and prices 


5721 WEST 96th ST. LOS ANGELES 45. CALIF. 
3745 Greenbrier Drive, Houston, Texas 


B-F-M"Donald Co. 


Manutacturers & Distributors of 
fs 


industrial S97P77 Equipment 


2 send information and prices on | 
R1iALtto Sarety LADDER SHOE. 
NAME = | 
FIRM ‘ | 
ADDRESS | 
| 


CITY 


Circle No. 31 on reader service card 
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helps custodians where they need help most 


Industrial washrooms need a program of penetrating cleanliness that kills bacteria, 
suppresses odors, removes drain build-ups, even discourages waste while 
encouraging good hygiene. 


What’s involved? 


The three sensible steps of the West Protective Sanitation Program. An inexpensive 
way to help custodians where they need help most. 


What does it include? 


First, a scientific, heavy-duty cleaning of washroom facilities at regular intervals 

as traffic requires. This insures sanitary conditions. Cleans thoroughly. Destroys germs 
that cause T.B., Polio, Typhoid, Influenza and other diseases. Prevents drain 
clogging. And provides for continuous freshening of air. 


Second, training for custodians so that they know how to maintain high standards of 
Sanitation between heavy-duty cleanings. 


Third, an analysis of washroom equipment that often leads to easier maintenance 
as well as savings in towels, soap and other supplies. 


The West Protective Sanitation Program frequently prevents enough waste to pay for 

itself. Why not talk it over with a West Sanitation Specialist. Just write. 

Or call your local West office. 

Go ee tee cee, ee epee ee a ne =. 

WEST CHEMICAL PRODUCTS INC., 42-16 West Street, Long Island City 1, N. Y ; 
Branches in principal cities e In Canada: 5621-23 Casgrain Ave., Montreal 


3 = 
v | A | Please send information on the West Protective Sanitation Program. / * 








| Please have a West Representative telephone for an appointment. 


og en | 
ad 2 ae! ee — 


| Mail this coupon with your letterhead to Dept. 4 








WEST DISINFECTING DIVISION 
Circle No. 32 on reader service card for more information 
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Se et ede ee eee 


HE GOT the job in 1946, partly 

by default. She’d been hired in 
1944 as the plant nurse. Two years 
later, the safety director resigned 
because of family illness. She was 
there, and she replaced him. 

Her name is Shane—Miss Doro- 
thy Shane. 

The place was Toledo, Oregon: 
and the Johnson Lumber Company 
Division of Georgia Pacific Ply- 
wood Company was the employer. 
The lumber and sawmill industry 
always has had a bad name for ac- 
cidents, and during and just after 
the war the name was well deserved. 

The Johnson Lumber Company 
had had a safety program once, but 
it had been a casualty of war. The 
safety 1945, 
done his best to stage a come-back:; 
but he hadn’t had much time. 


engineer had, after 


Sawmill frequency drops 


From 212 to Zero in Ten Years! 


Dorothy Shane _ took 
over, frequency stood at 212. 


So when 


Fast work . . 


Miss Shane hit hard and fast. 
She set up a new safety committee: 
32 foremen and six hourly-wage 
people who were chosen by the 
Plant bulletin boards blazed 
safety 


union. 
with brand-new 
Traffic inside the mill was analyzed; 


pe ysters. 


speed limits were established: cau- 
tion signs went up; a traffic light 
appeared at the mill entrance. 

Employee interest in safety had 
just about hit bottom. 
asked her employers for $950 worth 
of matches. 
way to build a fire under her pro- 
oram. 


Six folders of safety matches, 
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Miss Shane 


It was, she felt, one 






each one imprinted with a safety 
slogan, went to every employee with 
his pay check. Smoking wasn’t and 
still isn’t, permitted on the job; but 
the matchbooks were taken home by 
thousands. Families read the slo- 
gans, gave backing to the safety 
drive. Workers’ interest, stimulated 
by the interest shown at home, 
perked up. 

It was important, too, that the 
matchbook payroll plan helped to 
thinking. Men 


stopped feeling that Johnson man- 


switch employee 
agement was concerned only with 


production, began believing that 
management was concerned with 
employee welfare, also. 

Miss Shane stepped up her train- 
ing program. She talked to the 


personnel department. 


continued on next page 
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212 TO ZERO 


continued from page 35 





Personnel put up a sign: “Unless 
you are willing to work at all times 
in a safe manner and regard the 
safety of fellow workers, do not ap- 
ply for jobs.” 

Personnel further. 
When a man was hired, he was 


went even 
given a badge that bore a safety slo- 
gan: with it, went a safety pam- 
phlet. He was introduced to his 


foreman. who—under the new re- 





gime—was held responsible for 
teaching the worker that safety is 
important for both the worker and 
his fellows, and for showing him the 
safe way to go about his job. 

As the new employee gained ex- 
found that 
workers heard twice. if necessary. 


perience, he careless 
from their foremen: once in warn- 
ing: and, if that was not enough. 
again in a sentence of suspension 
without pay. There’s a rule that 
says a man may be fired for vio- 
lating safety regulations constantly: 
but during Miss Shane’s safety di- 





FIRE 
\\} PROTECTION 
FOR INDUSTRY 








& ELECTRICAL 
CONTROL 
ROOM 


Walter Kidde & Co 


Fire Safety for Unattended Stations 


HAT TO DO to protect un- 
cas pump-relay stations 
against fire? It’s a question that’s 
been annoying more and more pipe 
line operators as their volume has 
increased and their lines have ex- 
tended. 

Inert gas (CO.), 


released by rate-of-temperature-rise 


automatically 
detectors. offers one excellent solu- 
tion. 

If fire occurs in either the pump 
room or the electrical control room 
(see the diagram). the detectors 
respond promptly by actuating six 
75-pound cylinders of carbon di- 
oxide. The gas floods under its own 
pressure through pipes to both 
rooms, where it is discharged trom 
nozzles. The fire is smothered in 
seconds. 


The diagrammed system provides 


36 


pressure-operated switches and tr ips 
at various points in the CO, piping. 
The flow of gas throws the switches: 
doors close, ventilation is tightened 
all auto- 
matically. Switches can be arranged 


and an alarm is sounded 


to shut down any machinery 01 
electrical equipment. 

An outside-the-station pull box 
allows manual control of the 
system. 

Some pipe line 


fixed 


operators use 
temperature thermostats in- 
stead of the rate-of-temperature-rise 
detectors shown in the sketch. 

Because CO. doesn’t conduct cur- 
rent, it’s especially adaptable to in- 
stallations that include electrically- 
operated machinery. Because it’s 
absorbed rapidly into the air after 
discharge, it leaves no residue to be 
cleaned up. @ ® 





rectorate, that rule never has been 
It hasn’t had to be. 

This safety climate led to safety 
suggestions from the rank and file. 


put in force. 


There were few at first: Johnson 
people had the common feeling, “If 
your numbers up, it's up.” and 
But after 
the matchbook campaign. after the 


waved no flags for safety. 


new safety committee got to work, 
suggestions appeared in ever-great- 
er numbers. 

These suggestions go first to the 
33-man committee for discussion 
and for study. If the committee 
feels there’s a breath of wisdom in 
them. the suggestions move on to 
Johnson management. which has the 
final power of decision. 


Six guides ... 


Miss Shane set six general guides 
for the safety of employees: 

1. Work safely at all times. and 
regard the safety of others. 

2. Keep house well; maintain a 
clean. orderly plant. 

3. Avoid horseplay. 
lL. Stav off 
lifts, 


you re an authorized operator. 


moving equipment 


(carriers. cranes ) unless 
Ls Strip and pile loads safely. 
6. Report to first aid promptly 
for treatment of all injuries. 
Results of all this 
Miss 


trouble as the 


have been 


Shane has had no 


good, 
safety boss in a 
tough field just because she is a 
woman. In fact. Johnson men 
boast their female safety 
chief. take real pride in the record 
of the last 11 vears. 


Remember: 


about 


the frequency rate 
when Miss Shane moved into her 
In 1956, the 
Johnson has taken 
safety awards that 
there isn’t space to list them. awards 
from the National Safety Council. 
the Forest Products Safety Confer- 
ence, the Douglas Fir Plywood As- 


sociation, 


present spot was 212. 
rate was zero. 


so many top 


The Johnson mill isn’t a small 
one. It has 2.000 workers. In 
early 1958. it will have 800 more 
in a new pulp and paper plant. 

“It zs an unusual type of work 
for a woman.” Miss Shane told us. 
“Tt is hard work. 
warding 


But it is so re- 
full pay checks, no suffer- 
ing from injury. and no heartaches 
from a loss of limb or life.” © ¢ 
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AREA FOREMEN write clearance 
slips for Chemstrand Corporation 
maintenance men before any mainte- 
nance jobs are started. Idea is to 
prevent accidents caused by unau- 


thorized work. 


Is the Right Man Doing Your Inspections ? 


CHRYSLER CORPORATION, as we told 
you in our January issue, thinks 
safety is a job for management. 
\dvisory inspection teams and com- 
mittees are out. You can’t, Chrysler 
feels, hold management responsible 
for safety and then pass part of the 
buck to others. 

On the other hand, Geo. D. Roper 
thinks 


ment committees and labor-manage- 


Corporation labor-manage- 
ment inspection teams are the open 
door to greater safety, better house- 
keeping. (OccuPATIONAL Hazarps, 
July 1957). 


Who's right? We can’t answer 
the question. You'll have to find out 
by trial and error what works best 
for you. Maybe you're another 
Maybe you're 
Roper. We don’t know. 

sut we do know that Dave Rene- 
ger, safety boss for Chemstrand 


Chrysler. anothet 


Corporation, Decatur, Alabama, has 
Stuck in his thumb 
And pulled out a plum 
from the safety inspection pie. 
You'll want to give a lot of thought 
to his ideas, no matter which side of 
the Chrysler-Roper fence you re on. 


“Inspecting,” Renegar says, “is 
too important a job to be assigned 
to people who lack experience ind 


re sponsibility.” 


Cornerstone: Inspections are 
the foundation of any successful 
Alone. however. 
they’re of little use. To make them 


safety program. 


pay, you need three more things: 

1. Check lists made up with your 
own plant problems in mind. 

2. Inspectors thoroughly trained 
to do their jobs. 

3. Prompt follow-up action to do 
away 
find. 


Those are Renegar’s views. 


with the hazards inspectors 


Check lists: You can get sample 
check lists 


company, your local fire depart- 


from your insurance 


ment, your state fire marshal, your 
You'll 


change them around, of course. to 


trade association. have to 
fit your needs. Renegar has some 
general suggestions: they’re more 
to help you develop your own lists 
than to guide your inspectors: 


® Do your supervisors have a 
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definite plan for seeking out viola- 
tions of safety work rules? 

§ Do employees get sound train- 
ing in safe work methods? 

§ Do you study body movements 
on every job, to learn whether or 
not hands, feet, and head are in 
danger? 

® Do supervisors set good ex- 
amples by 
clothing? 

® Are tools, guards, rails, and 
machines kept in good condition? 

® Is housekeeping up to snuff— 
aisles open and clean, wastes cleared 
away quickly and put in safe con- 
tainers? 

® Do fire protection methods 
measure up to the best standards? 

® Is there plenty of ventilation, 
and are exhaust systems and dust 
collectors the right ones for their 
jobs? 

® Are state and local safety codes 
followed ? 

® Is there plenty of light every- 
where? 


wearing protective 


Renegar asks many more ques- 
tions when he’s thinking about his 
own plants, but those we’ve listed 


continued on page 79 
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DID YOU KNOW? 


More than 
I compensation case in 5 
now begins with a 


toe, foot. or leg injury 


Are You Giving Y 


Part 1 / What's the Right Extra Guard? 


AtmMost 30% of all on-the-job in- 
juries reported to the Ontario Work- 
men’s Compensation Board during 
1956 involved legs and feet. 

That was a bit more than the 
score rung up in the United States. 
Here, in 11 states studied by the 
National Safety Council, 23% of all 
on-the-job injuries involved legs 
and feet. 

The NSC study brought out a sec- 
ond vital point: one dollar in every 
five paid in compensation benefits 
went to cover the cost of lez and 
foot injuries. 

A lot of these compensation 
claims were necessary simply be- 
cause workers weren’t wearing the 
right kind of protective clothing. 


Shoes: Everyone who’s inter- 
ested in worker safety knows about 
safety shoes. The lightweight steel 
caps, often lined with soft leather 
for greater comfort, have kept so 
many men from losing toes that 
some firms have set up “Caterpillar 


Clubs” 


with membership held to 


those whose feet were saved by 
safety shoes. 

But that’s only the beginning. 
The right sole is needed if safety 
shoes are to give workers the pro- 
tection they should have. (See 
“What’s the Right Shoe Sole?”) 
And many kinds of guards are 
made to protect toes and feet against 
harm. 


Toes: Toe guards in several 
styles can be slipped on over regu- 
lar work shoes. The guards are 
made of steel or aluminum alloy. 
and are built to stand blows of up to 
300 foot pounds. They come in sizes 
for either men or women. 

Some toe guards are much more 
than their name indicates. They’re 
made with anti-slip rubber or steel 
caulked soles; a guard-and-sole, as 
a single unit, slides easily over the 
toe of a shoe and fastens firmly in 
place. This type of guard is especial- 
ly useful in ice houses, for track 
and road maintenance jobs, and for 
some kinds of air-powered tool 





work—work with pneumatic spades 


and drills, for example. 


Feet: Some foot guards are 
merely overgrown versions of toe 
cuards. They cover, with a steel or 
aluminum alloy corrugated sheet- 
ing, the toes and instep. Other foot 
guards are made to go with safety 
shoes, and protect only the instep. 

\ Caterpillar Tractor Campany 
worker furnished an unexpected il- 
lustration of what a foot guard can 
do. He was using an electric hoist 
at the firm’s Peoria, Illinois, plant, 
when a 111l-pound casting dropped 
off the hook. fell two feet. and 
smashed into his instep. The guard 
was dented, but the worker had no 
injury except a minor bruise. 

At least one special guard is 
made to protect adz operators on 
railroads, This covers the workers’ 
heels, and is used in combination 
with a foot-shin guard. Another spe- 
cial guard protects the insteps and 


shins of sugar cane cutters. 


Legs: Mention of special foot 
and shin guards leads to the matter 


continued on page 75 
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WHAT SOLE 


— ~~ 


KIND OF FOOTING 





OIL, GREASE 


CHEMICALS 


METAL CHIPS 


HEATED SURFACE 


CEMENT 


CINDERS 


SLIPPERY SURFACE 


WATER 


CUSHIONING GOO6? 


LEATHER 


PREMIUM 


EXCELLENT EXCELLENT 


EXCELLENT EXCELLENT 





EXCELLENT GOOD 
EXCELLENT GOOD 
EXCELLENT EXCELLENT 
EXCELLENT | EXCELLENT 
GOOD GOOD 
ay | EXCELLENT | | agrrecanany T 
POOR 


GOOD 





Feet and Legs Enough Protection? 


Part 2 / What's the Right Shoe Sole ? 


LEATHER-SOLED safety shoes are still 
still sold. of course: but they're a 
bit passé, like a double-breasted 
suit or a Davy Crockett coonskin 
cap. 

The passing of leather (in soles, 
that is) isn’t due to fashion’s whim. 
It's due to the facts displayed in 
Figure 1. 

Item: 


tanned 


“There is no sole leather 
that will withstand heat.” 
We quote directly from a shoe 
Work flooring 
that’s just a mite hotter than your 
bare hand can stand, and your lea- 
ther shoes will blister, the stitching 
will pull out, the outer sole will flap 
back from the inner. 

Item: “Wet soles will scorch even 
more quickly than dry.” Again, we 
quote from a manufacturer. The U. 
S. Department of Agriculture found 
this matter so important that it gave 
the problem special attention in its 
bulletin on “Wearing Qualities of 
Shoe Leathers.” 

Item: 


manufacturer. on 


cush- 
ion the feet so well as some other 


Leather soles don’t 


they rapidly 


they re in 


materials, and weal 


' 


when contact 


constant 


with abrasives such as metal chips. 


Neoprene: Tops in popularity 
right now for safety shoes is neo- 
prene, a synthetic rubber. Time was 
when any kind of rubber didn’t do 
well in the 
and oils. Neoprene has ended that. 


presence of chemicals 
and 
it often adds quite a little to the 
wearing quality of the sole. 


It resists oil, grease. and acid: 


Neoprene has made it easy fot 


factory shoe stores to stock safety 
shoes. Since it’s a good all-round 
sole, the plant store simply lays in 
the permissible supply of shoes 
and specifies, “Neoprene soles.” 
Actually, choosing 


a safety shoe 


sole isn’t that easy. 
Variety: Neoprene has been 


combined substances: 


with other 
cork, nylon cord, fillers, resins, col- 
oring matter. Each product that has 
resulted from one of these unions 


has its own virtues and limitations. 
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Take neoprene and nylon cord, 
for instance. Shoe soles made from 
tough, last a 
up well against 
abrasives like sand and metal chips. 


this combination are 


long time. stand 
But neoprene cord is expensive, and 
most shoe manufacturers naturally 
pass along the extra cost to con- 
sumers. 

Neoprene cork is just what its 
name suggests: a union of neoprene 
and natural cork. It doesn’t pick up 
chips; it’s reasonably durable, (al- 
though it doesn’t wear so well as 
heat, 
cold, chemicals. and grease. What 
makes a lot of workers like 
prene ¢ ork especially well is that it’s 
light—quite a little lighter than neo- 
prene cord or leather. 

That’s a big 


neoprene cord); it resists 


neo- 


advantage of neo- 
prene crepe, too: its light weight. 
The crepe has tens of thousands of 
air traps blown into it. Naturally, 
it’s springy: it feels comfortable. 
But. like neoprene cork, it’s not x9 
durable as neoprene cord. 

There are plenty of different neo- 
prene Each of the 
dozen or so sole manufacturers has 
his own brand name for the 


combinations. 


“ou. 
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Beware of Run-aways! 


i} 


ACCIDENT STOPPER 


for 


Metal Saws 


SERIOUS accident to a photo- 
p ecwinncnts fingers sent John 
O'Connell, head of accident preven- 
tion for the New York Times 
mechanical department, into action 
not long ago. 

The hazard that led to the acci- 
dent was a bad one, common to all 
print shops and _ photoengraving 
houses. Circular table saws used to 
cut plates and stereotypes endan- 
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*, 
is 


on a tricky grade or at a loading 
platform, you will wish you had 


been using a set of Standard 


Wheel Blocks WB2H 


"Design 
PATENTED" 


These Casteel Safety Wheel Blocks meet all chocking re- 
quirements for guarding against slips and hazards in parking, 
loading, towing and emergency stops on steep grades. 


They are standard equipment used by many transportation 
companies and fleet owners of trucks and trailers. 


Made of high-strength Casteel with ribbed supports and 
rounded corners. Cast in one-piece and provided with deep 
gripper teeth to hold securely on any surface . . . ice, snow 
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+ ferred to risk amputations rather 
or concrete. : than to use them. 
Write for Bulletin No. H-58 * 
* CALUMET STEEL CASTINGS CORP. > 
- 4 e SUMMER ‘s - eat HAMMOND NDIANA : 
Sees sete cesteotentengeteafoofsteofenteofoeofooestootooe efecto ofeoesfoofcteofeoeafoofofeefeoecfesfeesfesfeobsfestesesteoteseeteotese a 








New York Times photo 
PRINT SHOPS can be dangerous, 
but one hazard has been tamed by a 
special saw guard used by the New 
York Times. 


STOP COSTLY FALLS...THIS QUICK ! 











Safety condition your plant with “SAFETY- WALK" 


Here’s the new mineral-coated fabric 
that provides perfect traction—sure 
footing—even under water or grease! 
And it’s easy to apply, easy to keep 
clean. Use “SAFETY-WALK” Non- 


slip Surfacing also on stairways, ramps, 
walkways—wherever the danger of a 
fall is present. It pays off in accident 
prevention, better employee relations 
. .. Stops costly production delay. 


r vee 
| fre | Please send me “SAFETY-WALK” | REG. U.S. PAT. OFF. 
| Game sample and complete information | 7 pwoy + aN 
| Minnesota Mining & Mfg. Co. | wr f “WY AL 
j Dept. EO-28, St. Paul 6, Minn, | e@RAND 
SRRaERAancainirinaneinvaeed NON-SLIP SURFACING 
OY <3 inti ba sce siuebuces sa seekees | 
| | Made in U.S.A. by 
| DEE DSUs GReGaeeecdeh ht uaabesee esas Minnesota Mining & Mfg. Co. 
(ee ae. | St. Paul 6, Minn, 
Choc cous cues cee cee eee Ga GD GD GED GED GES eS Go GD ee ee em J 

ee2OUc? o, 
Made in U.S.A. by Minnesota Mining and Mfg. Co., St. Paul 6, Minn. Export Sales Office: 99 Park ( 
Avenue, New York 16, N.Y. in Canada: P.O. Box 757, London, Ontario. y: 
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O'Connell called in a saw guard 
manufacturer. Together, they de- 
veloped a device that would, as 
O'Connell put it, “let the operator 
see what he saws.” Test models 
were set up in the Times stereo job 
shop and used under ordinary 
working conditions until the final 
model was produced. 

Now. the Times has five guards: 
two in the job shop, three in the 
Each 


guard provides a transparent lucite 


photoengraving department. 


cover for the saw, yet allows easy 
cutting from any angle. Dangers to 
both eyes and fingers are elimi- 
nated. ee 
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News 
Safety Directors 
Can Use 


Cold Weather Warning 


For Industry’s Outdoor Workers 


Workers whose jobs take them outdoors during cold 
weather have been warned particularly to watch out for 
“frostbite, trench foot, and immersion foot.” 

The warning comes from Dr. N. Gillmor Long, chief 
surgeon, Lumbermens Mutual Casualty Company, who 
says these three troubles are “the chief medical problems 
encountered” in winter months. 

Frostbite results from icing of tissues—meats stored 
in freezers offer an example. Trench foot comes from 
standing in wet, cold places under low temperatures; 
tight shoes and clothing lower blood circulation and 
speed up heat loss. Immersion foot follows repeated im- 
mersion of hands or feet in cold water. 

All three difficulties are marked by somewhat similar 
symptoms and results: numbness, tingling, burning sensa- 
tions, swelling. pain. If they’re allowed to continue long. 
small multiple clots form in the blood stream and may 
lead to real trouble—even amputation. 


Too Many Accidents — 


Will Business Be Ended? 


ONE BIG trucking firm, operating in 35 states, has been 
threatened with suspension or revocation of its license by 
the Interstate Commerce Commission. Why? Because, in 
a single year, its trucks went through 275 accidents which 
involved four deaths, 97 injuries, and property damage of 
$273,000. 
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“The question here,” the ICC said in its final warning 
to the carrier, “is one of over-all fitness; and with such a 
question in issue, a carriers entire safety record and the 
trend thereof, either up or down, must be weighed in the 
light of other concurrent factors such as its policies and 
actual practices in the hiring, training, and supervision 
of its drivers.” 


Information Exchange 


Set up on Occupational Health 


AN Occupational Health Information Exchange is being 
set up by the Public Health Service, U. S. Department of 
Health, Education & Welfare, at Cincinnati. 

Because up to 10,000 new compounds are developed 
every year for use in industry, the Public Health Service 
feels there’s need for a single agency that can collect 
and distribute information about the dangers that the 
compounds carry with them. 

The new exchange will act as that agency. In addition, 
it will maintain files on the dangerous qualities of 
materials and processes already in general industrial use. 

The exchange is asking manufacturers, insurance com- 
panies, research groups, government bodies, unions, and 
physicians for help in bringing together the huge amount 
of data it plans to file. Companies that want questions 
answered in regard to the hazard involved in handling 
specific materials can get in touch with the exchange and 
receive answers without charge. State and local health 
and hygiene agencies can get help from the exchange, too. 

Dr. Harold J. Magnuson, chief of the Public Health 
Service occupational health program, announced creation 
of the exchange. 


Big Insurance Arranged 


To Cover Atomic Hazards 


TOTAL insurance coverage of $125 million now is avail- 
able for nuclear energy installations, according to an an- 
nouncement by Liberty Mutual Insurance Company at a 
recent Massachusetts Institute of Technology conference 
on the peacetime uses of this kind of energy. 

Three insurance pools have been set up, with $65 
million available as insurance against damage to the 
facility that has the installation and with $60 million 
more available for third party liability coverage against 
damage to people and other property. More than 400 
United States insurance companies are in the pool; they 
will carry about two-thirds of the total insurance offered, 
while foreign companies will carry the remaining third. 

The new coverage has been arranged to meet the re- 
quirements of Federal legislation that became effective 
September 3, 1957. The legislation deals with the in- 
surance that must be carried by reactor operators, and 
makes the Atomic Energy Commission responsible for 
laying down specific regulations about it. @ @ 








JOB FOR A NURSE 





CuurcH & Dwicut Company has 
(according to modern standards) a 
little plant at Syracuse, New York. 
It has 165 production workers. It 
packages bicarbonate of soda. 

There’s no full-time safety direc- 
tor, but there is a foreman in 
charge of safety. Also, there’s a 
full-time nurse. 


Go-between: It's the nurse 
who sets the Church & Dwight 
safety program apart from that of 
the average small plant. Usually, a 
foreman assigned to look after 
safety is just a boss who thinks 
about machine guards if he has a 
few spare moments; he hasn't time 
to do a thorough safety job. 
Church & Dwight is no exception. 

“’'m the go-between,” the nurse 





What to Do About 
Safety in a Little Plant 


told us when we visited the plant. 

When she’s not busy in the first 
aid room, the nurse tours the plant. 
Under instructions from the works 
manager, she looks for hazards. If 
she finds one, she reports it to the 
foreman-safety man. If necessary, 
she reports it to the works manager 
as well. She watches to see that 
something is done to correct the 
danger; if nothing is, she jogs the 
safety works 
manager, reminds them that there's 
an accident cause loose in the plant. 


foreman and_ the 


The nurse is go-between, all 
right: she stands between accidents 
and safety, between a too-busy fore- 


man and an incompleted job. 


Investigations: Any injury. no 
matter how slight, must be reported 


to the first aid room. The nurse, 
therefore, has learned what’s §re- 
sponsible for what: she’s come by 
experience to know what the physi- 
cal hazards are, and what their re- 
sults may be. 

So the nurse is the one who in- 
vestigates any important accident. 
What she finds, she reports to the 
safety foreman or (in case of a 
really severe injury or an important 
hazard) the works manager. 


The system produces two excel- 
lent results: it relieves the combina- 
tion production-safety foreman of 
a time-consuming chore: it gets the 
investigation over quickly, because 
from talking with 
the injured man—pretty well what 
trouble to look for. @ @ 


the nurse knows 
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DISPOSABLE DISPENSERS THAT MAKE 


IT EASY TO 


Can you glance at your present dis- 
pensers and tell how many salt tab- 
lets remain? Or does a maintenance 
man pry off the tops of dispensers to 
find out where refills are needed? 
Or, do dispensers sometimes sit 
empty because no one reports the 
situation? 


If you have any of these problems 

or want to avoid them—vwrite for 
more information on StaSafe ‘‘Crys- 
tal” dispensers. When you are 
equipped with ‘Crystals’, a brisk 
walk through the plant will tell you 
precisely what the salt situation is. 


CHECK SALT SUPPLIES 


Then, to replenish supplies, just 
remove the empty dispensers—throu 
them away—and slide new dispen- 
sers in place. Yes, with “Crystals’’ 
all tablets are sealed in at our factory 
to insure cleanliness. There’s never 
any handling of loose tablets and 
you are actually dollars ahead by 
discarding the empties. 

“Crystals” come in 500 and 1000 
tablet sizes with your choice of 
enteric coated or impregnated tab- 
lets at the same price. 


Write today for your booklet show- 
ing all StaSafe Salt dispensers. 


STANDARD SAFETY EQUIPMENT CO. 


232 WEST ONTARIO STREET 


597 BROADWAY 
NEWARK 4, N.J. 


12921 W. WASHINGTON BLYD 
LOS ANGELES 66, CALIF. 


¢ CHICAGO 10, ILLINOIS 


855 EAST 152nd STREET 
CLEVELAND 10, OHIO 


FEBRUARY 1958 @ OCCUPATIONAL HAZARDS 








Protective clothing, plenty of 


training. help Inland Steel make... 





Human Relations a Tool for Safety 


HUMAN RELATIONS isn’t just a slick 
phrase at Indiana Harbor Works, 
Inland Steel Company, East Chi- 
cago, Indiana—it’s a working tool. 
It has done much to build a mighty 
effective safety program. 

William G. Caples. vice presi- 
dent, human relations, told us: 
“The safety of an employee is prob- 
ably closer to the human relations 
subject than any other in the in- 
dustrial relations field.” Caples and 
his associates ask constantly: “What 
do we do for employees other than 
what is bargained for. or required 
by state or federal laws?” 

The “other than bargained for” 
phrase is the key to the works’ 
whole human relations program. 
These things. for instance. were not 
bargained for, 


Eye protection: Indiana Har- 
bor Works has what is probably 
the most comprehensive eye glass 
program in the steel industry. In- 
land Steel pays the full cost of 


plano safety glasses, and everything 


but the cost of lenses tor pres D- 
1 safety glasses. An emplovee can 
secure a prescription for his glasses 


from his personal eve specialist or 


through the company clinic. rhe 


plant maintains a goggle repail 
shop for minor repairs on defec- 
tive soggles. and pays complete re- 
placement costs for inv satety 
olasses damaged in a plant accident. 


More than 


now wearing prescription safety 


3.000 employees are 


spectac les. In 1956. some 36.000 
pairs of safety glasses, goggles, and 
coverall goggles were issued to the 
company s 19.000 employees and to 
visitors. 

Indiana Harbor Works does more 
than require its people to use 
equipment such as safety glasses. It 
also works with equipment manu- 
facturers to make equipment more 
comfortable and attractive. The 
company has learned, for instance, 
that nine out of ten employees pre- 
fer plastic frames to metal frames. 
Knowing employees’ tastes, Indiana 


Harbor Works promoted the sale 
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of semi-dress safety spectacles with 


considerable success. 


Hats, shoes: Close to 75% of 
all Indiana Harbor Works employ- 
ees now wear hard hats. Acceptance 
went up after Inland encouraged 
suppliers to furnish colored hard 
hats. Allowing workers to put their 
names on the hats and to use de- 
partment identification decals also 
helped. 

A full-time attendant manages the 
company shoe store, which stocks 
28 styles of safety shoes. To insure 
good supply, quality, and price com- 
petition, products of two manufac- 
turers are sold. About 11.000 em- 
ployees purchased safety shoes at 
wholesale prices in 1956. 


Awards: Four types of awards 
are presented by 
Works: 


l. Million man-hour award. Em- 


Indiana Harbor 


ployees of sections and departments 
earn awards for each million man- 


continued on next page 
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HUMAN RELATIONS 


continued from page 43 





hours worked without a disabling 
injury. Each employee in the group 
gets an individual award; the super- 
intendent, a plaque. 

2. One-year award. Individual 
gifts are awarded to employees of 
sections and departments that have 
worked 365 days without a dis- 
abling injury. Departments and sec- 
tions are eligible for both 365-day 
and million man-hour awards. 

3. Plant award. When the entire 
Indiana Harbor Works goes 3 mil- 


lion man-hours in more than 30 
days without a disabling injury. 
each employee gets a personalized 
gift. 

4. Special awards. An employee’s 
extraordinary action which prevents 
or lessens an injury to another 
worker makes him eligible for a 
merit award. Also, employees who 
develop practical safeguards or gim- 
micks are eligible for awards. 

Indiana Harbor Works doesn’t 
scrimp on incentive gifts. Personal 
awards such as desk sets, wallets, 
picnic bags, and compacts play a 
big part in boosting employee in- 
terest. Sample gifts are displayed 
in the safety department. They are 


frequently changed to spur com- 
petition. 


First aid, disasters: Indiana 
Harbor Works annually trains 10% 
of its employees in a three-hour first 
aid course. In every department, 
men are trained in the fundamentals 
of fire and gas protection. In espe- 
cially dangerous areas, 90% or 
more of the employees get first aid 
or fire and gas training or both. 

By fully explaining its import- 
ance, the plant has been able to 
schedule most of this disaster train- 
ing during regular working hours. 


continued on page 19 





HUMAN RELATIONS CASE STUDY 
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A SPANISH-SPEAKING safety engineer runs a training course for Spanish- 


speaking workers at Inland Steel’s Indiana Harbor Works. 


How to Break the Language Barrier 


SAFETY MEN who deal with average 
workers have problems enough with 
communications. What would they 
do in a steel plant with 19,000 
workers, 20% of whom are of 
Spanish extraction and 5% of 
whom speak only Spanish? 

Indiana Harbor Works of Inland 
Steel Company crossed the language 
barrier through its continuing hu- 
man relations program. 

Four years ago, the company 
hired a Spanish-speaking safety en- 
gineer. His job: to explain to Span- 
ish-speaking employees the com- 
pany’s rules, and to help acquaint 
them with their jobs and. safety 
practices. 

William L. Ryan, assistant gen- 
eral manager, industrial relations, 
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told us, “Through his work in 
safety, this engineer has served as 
a public relations man by telling 
Spanish-speaking employees about 
the various company services avail- 
able to them.” 

The engineer works closely with 
both the personnel and medical de- 
partments. Aside from normal 
safety work, he tells new workers 
about personnel and medical poli- 
cies, follows up medical recommen- 
dations with workers in the plant. 
helps arrange for workmen’s com- 
pensation in case of accidents. 
schedules language tests for new 
employees, 

Mostly, he deals with individual 
problems within the plant. Say a 
Spanish-speaking employee is un- 


happy with his job, or the work is 
too tough for him; he gets in touch 
with the safety engineer. Or maybe 
the worker wants to get a job for 
a relative who just arrived in the 
country: he talks to the safety engi- 
neer. If a Spanish-speaking worker 
is injured, the engineer gets exact 
details of the accident from him. 


As the most important link be- 
tween the company and the em- 
ployee, the Spanish-speaking safety 
man is a_ supervisor-protector-ad- 
visor all in one, Hired as a safety 
engineer and interpreter, he has be- 
come the confidant of employees 
and the number | means of com- 
munication between front office and 
Spanish-speaking workers. @ @ 
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ICY WORK SURFACES mean 





lost man-hours 


) 

















...costly delays and 
damaged equipment 





























Prevent winter mishaps with 
Wyandotte ZORBALL 





This winter, guard against costly 
accidents and work delays. Pro- 
tect your employees and vehicles 
from dangerous skidding with 


Wyandotte ZorBa.t. 


A thin layer of ZorRBALL on icy 
walks, 


shipping docks, ramps, and drive- 


platforms, loading and 


ways, will give your plant safety 
assurance that nothing else can 
provide. And for protection 
against on-the-road emergencies, 


it’s a good idea to carry a bag 


of ZorBauu in all your trucks 
and vehicles. 

Use ZorBawu inside the plant, 
too. It’s a wonderful floor absorb- 
ent. It 


surfaces; will not cake or break 


provides safe, non-slip 


down; absorbs water, paint, oil, 
grease—any liquid. And ZoRBALL 
is fireproof, even when saturated 
liquids — an 


with combustible 


ideal product for fire prevention. 
Call your Wyandotte repre- 


sentative or jobber for a demon- 


stration today. Wyandotte 
Chemicals Corporation, Wyan- 
dotte, Michigan. Also Los Nietos, 
California. Offices in principal 


cities. 





CHEMICALS 


Ke B. 


FORD DIVISION 


Circle No. 39 on reader service card for more information 
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worn 
with 
pride 
his 
SAFETY 
AWARD! 


ARMAND GAGNON .. . re- 
habilitation under a_ work- 
men’s compensation law gave 
him a better job than he had 
before he lost a leg. 





OBJECT LESSON: 


What Compensation 


Dollars Can Do 








When each driver (or worker) 
to better his own record, your over-all 


wants 


safety picture shows a steady improve- 
ment. That’s the simple secret of the 
Metal Arts tested safety award pro- 
gram. Whether you give lapel pins, 
imprinted gifts, or both, the intrinsic 
value of the award isn’t important. 
Each employee is proud of vour recog- 
nition and works to achieve the next 
award. 

Let Metal Arts help you reduce lost 
time, lower insurance rates, cut com- 
pensation costs. We can advise you 
on setting up an award program... 
or help you put new life into you 
present safety program. No charge. 
no obligation planning and art 
service are free. 


Fill in the 


coupon, or circle the 


number given below on the reader 
service card ... drop it in the mail 
today. 


METAL ARTS COMPANY 
742 Portiand Ave. * Dept. No. 9 
ROCHESTER 21, NEW YORK 


| METAL ARTS COMPANY « Dept. No. 9 | 
742 Portland Avenue © Rochester 2!, N. Y. 


Please check the following: 


0 1 om interested in the free Brochure 
01 t would like your representative to call 
() 1 would like more information about 
your free planning and art service. 


Name... 


Firm:.. 


Address:. 


bp sceieneneanenaenemas 


| 
| 
| 
| 
! 
| 
! 
| Title 
l 
! 
| 
! 
| 


Circle No, 38 on reader service card 





; WAs hit by a 31-ton greased 
H coil of steel plate. Without 
warning, it slid into the excavation 
working. It had 
slipped off a pile of similar coils 
that were being moved by a nearby 


where he was 


crane. 
It took more than two years for 
Armand Gagnon to recover enough 
to go back to work regularly. 
Basically, the story isn’t one of 
the accident at the 
Foundry. 


Dominion 
Hamilton, Ontario. Can- 
rehabilitation. 
Without constant, expert care from 


Workmen’s 


sation Board, Gag 


ada; it’s one of 
the provincial Com- 
non quite likely 
never would have worked again. 
Ontario 
quires that 


compensation law re- 
medical care without 
limit be given any victim of an in- 
dustrial accident. That medical 
care includes, if necessary, long- 
continuing efforts to put the victim 
back into productive labor. 
Gagnon’s injuries included mul- 
tiple fractures of legs, pelvis, and 
one knee: 


broken. 


formed. 


one shoulder blade was 
Six operations were per- 
The right leg was removed 
below the knee, and an artificial 
limb was fitted. 


At Malton, Workmen’s Compen- 


sation Board rehabilitation center 


just outside Toronto, Gagnon was 
put through a training course that 
not only prepared him to walk 
again, but to work freely. When 
refitting of the artificial lez became 
necessary, Malton took care of it. 

Before the accident, Gag 


been scheduled for promotion from 


non had 


carpenter's bulldozer 


helper to 
operator. Today, he’s operating the 
bulldozer for his original employer: 
Frid Construction Company. 

The Ontario workmen’s compen- 
sation law long has been held up 
as a model by some authorities. It 
takes decisions on medical issues 
entirely out of the courts. puts them 
wholly in the hands of Workmen’s 
Board 
Rehabilitation of the 


been a notable feature of the system 


Compensation physicians. 


injured has 
for many years. Armand Gagnon’s 
experience is a typical one. 

In the face of unlimited medical 
and rehabilitation expenditures and 
higher-than-average weekly com- 

benefits, Ontario has 
slashed the cost of com- 
As OccuU- 


showed in 


pensation 
steadily 
pensation to employers. 
PATIONAL HAZARDS 
1955 (“Compensation 
Means Rehabilitation”), insurance 
rates per $100 of payroll have fallen 
off 80% during the last 40 years. 
|e*% 


September 
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asked the man 


Solution: We 








This ailing safety program 


needs strong medicine 


What's Your Prescription? 


“I like your magazine,” a multi-plant safety director told us “From time to time.” the safety 
_—- : . c ° director said. “we do have trouble 
recently, “because it recognizes that there are problems in ee ee ee 


with such cases. Frankly. since I 
took over this job, I've pushed for 
pre-employment physicals; but so 


the safety field. It isn’t an ‘ivory tower’ publication.” 


- . . — ae - far. | haven't been successful. It’s 
Well, here’s a real-life problem. We're giving it to you. ; * ices thine 
. just one oO 1oOse ings lat Ss peer! 


We're asking, “‘What would you advise this safety director to siete ces: Site eens etnies een 
do? How would you persuade his management to give better — me resistance to change among 


support to the safety program?” management—particularly, since it 


would involve additional expense.” 


Should the safety director himself be changed? If not, what Protective equipment: The S. 


can he do to give himself quickly a worth-while background — {). confided that workers had just 
in safety? How can he get the authority he needs? What suffered an epidemic of eye injuries. 
hasn't he done that he should do? The company supplies goggles, but 
wearing them is not compulsory. 
Further, no analysis is made of 
It's a common problem. That's why we're telling you about hazards. Put the two together, and 


it. That’s why we're asking, “‘What’s your prescription for — ‘hey mean a heavy stock of goggles 

this obvious disease?” ’ ’ on the shelf. Eve injuries are in- 
evitable. 

Wearing (or not wearing) safety 


shoes. rings. watches, jewelry is 


left up to each employee. This is 
ASK any executive about safety. and tor is a former production foreman standard in many plants: but note 
the reply invariably will be. “I’m all who was promoted to kis present two factors which are not common: 
for it—100%!” Yet. all too many of job last year, (1) this firm doesn’t sel] safety 
the same executives turn deaf ears Nurses, he told us. are on duty for shoes: (2) it hasn't emphasized to 
on their safety directors’ pleas for both the first and second shifts. The workers and supervisors the dangers 
funds or for increased authority. medical program doesn’t go much of jewelry and machine operation. 

Here’s a typical “for instance” beyond that, however: pre-employ- 

we ran across. It’s a true one. ment physicals are not required. Communication: Communica- 
Names are omitted—but not to We asked how the company pro- tion is a poor relation. There is no 
protect the innocent. tects itself against compensation employee magazine, and the safety 


claims which may result from director said he has little use for 


Case history: The plant manu- preexisting physical defects. In safety posters, 
factures electrical parts. It employs illustration, we talked of back and “People just don’t pay any atten- 
over 1,000 people. The safety direc- hernia claims. . 


continued on page 49 
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HUMAN RELATIONS meet ‘monthly with a 22-member program contribute to greater safety 
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hie 


not even a 
HOT FOOT! 


. . . just comfortable. At a recent test 
at a world leading Petroleum Producer 
and Refiner Proving station Fyrepel 
fibre glass aluminum coated fire fight- 
ing suits proved best by test—in tem- 
peratures over 1700° Fahrenheit. For 
repair work in heat areas, 
suit will eliminate costly 
down time and allow work- 
ers and repairmen to work 
in comfortable safety in 
temperatures 1700° and 
over—while temperature in- 
side suit remains at slightly 
above normal body heat. 
Many varieties of garments Ly, 
are available. 





This lightweight (9# 1 oz.) 
Proximity suit allows men 
to stand up to heat for ex- 
tended periods and actually 
wade in spill- fires. Wide 
vision helmet provides 
maximum safety and ma- 
neuverability. Addition of 
neoprene lining makes it 
waterproof and provides ef- 
fective vapor barrier. 

FYREPEL is the only fab- 
ricator of aluminized glass 
cloth. Do you have a spe- 
cific problem? Our Engi- 
neers would like to hear 


about it. Write, wire or 
phone. 
cama hd lan, Ms 
4 é id 


f 


a es ig 
/ / “REPE 


FYREPEL PRODUCTS INC. 


P.O. BOX 503, NEWARK, O. 


Circle No, 40 on reader service card 
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tion to them,” he told us. “They’re 
a waste of time.” 


Foremen: It hadn’t been a year 
since this man held a foreman’s job. 
We thought he would have some 
good ideas on how to bring the 
foremen into the safety program. 
We were wrong. 

He said, “I just don’t know how 
to sell the foreman on safety. It’s 
secondary to him, for 98% of his 
time is spent on production and 
departmental personnel problems. 
Sure, he’s in favor of safe practices; 
but under the present set-up here, 
he just doesn’t have any time to de- 
vote to it.” 

The plant has neither a safety 
committee nor a fire brigade. Its 
housekeeping is poor; its sanitation 
department is understaffed by 
roughly 70%. 














UZ 


MEL MILLAR 


“Carlson! You'll never get it done 
if you don’t stop clowning!” 


Record: We pressed for figures 
—frequency, severity, or a perform- 
ance record, tailor-made for this 
company’s operations. The safety 
director withheld them. He said 
only that the plant’s safety record 
in the past three years had been 
going from bad to worse. 

“When I took this job, it was 
somewhat like being appointed 
manager of an eighth-place ball 
club; it was very unlikely that the 
situation could become 
Nonetheless, it has.” 


worse. 


Solution: We asked the man 
what he intended to do in order to 
“rehabilitate” safety. 

He submitted a three-fold pro- 
gram: 

1. “Since I’ve taken over this job, 
I’ve made it a point to get out in 
the plant more often and talk with 
the workers. It’s something that 
hasn’t been done. Along that line, 
I’m especially careful to be on hand 
during treatment of all injuries in 
the dispensary. After the patient 
treated, I talk to him 
about the importance of wearing 


has been 


protective equipment and _ taking 
necessary precautions. Then | go 


back 


and give the place a once-over, | 


with him to his work area 


call attention to any hazards there 
and, if possible, see that they’re 
removed. 

2. “I plan to post intra-depart- 
mental lost-time records within each 
department. It’s one form of poster 
| believe may be of value. If we can 
get workers from rival departments 
to compare safety performance, | 
think it will eventually make every- 
one in the plant more safety- 
conscious. 

3. “I’ve suggested to management 
that it allow a foreman or two to 
go along with me on a plant inspec- 
tion trip once or twice a week. It'll 
only take a half day. but it may re- 
sult in a little better coordination 
between production supervisors and 
the safety department. Frankly, I 
don’t know whether I'll get an OK 
on that last idea. though.” 


Dilemma: This 
ously 


obvi- 
well-intentioned, but he had 


man was 


had almost no experience in safety 
before being appointed safety di- 
rector. The result showed up in his 
after-the-fact approach to accident 
prevention. 

He can only recommend and hope 
for cooperation, not insist upon it. 
His budget is limited, because top 
management is disinclined “to add 
to overhead,” although ironically, 
it’s willing to pay penalty insurance 
rates and to lose money hand-over- 
fist as production costs soar—a by- 
product of an ineffectual safety 
program. @ @ 
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HUMAN RELATIONS 
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Rehabilitation: Human rela- 
tions ideals guide the Indiana Har- 
bor Works rehabilitation program, 
too. The safety, personnel, labor re- 
lations, and medical departments 
work together to place handicapped 
workers on jobs they can handle. 

In one case, an injured workman 
was trained to become a goggle re- 
pair man. Other disabled workers 
have bench work or electrical and 
mechanical shop jobs. Indiana Har- 
bor Works attempts to give equal 
treatment to industrial and non- 
industrial disability cases. The com- 
pany cooperates closely with vet- 
erans’ organizations and the In- 
diana State Office of Rehabilitation. 


Off-the-job safety: | ndiana 
Harbor Works recently earned one 
of the four awards made by the 
Governor of Indiana for work on 





Falling accidents .. . 


Industrial accidents reported to 
the New York State Workmen’s 
Compensation Board dropped to 
558,294 during the first nine 
months of 1957—the lowest nine- 
month total in the state for 11 
years, and a 1.1% reduction from 
1956. 





traffic safety. The same year, the 
company received one of four 
nation-wide industrial awards from 
the National Safety Council for 
highway safety programs. 

The plant’s safe driver club al- 
lows employees to display a Scotch- 
lite bumper emblem after they have 
pledged themsleves to safe driving. 
The company has also promoted 
and arranged for discount buying 
of automobile safety belts. 

Safety committee members regu- 
larly take part in community af- 
fairs, ‘hey speak at PTA meetings, 
join volunteer fire departments and 
school boards. While they spread 
the good word for safety in the 
community, they themselves are re- 
awakened to its importance. 


Union cooperation: Labor dis- 
putes seldom occur over safety mat- 
ters at Indiana Harbor Works. The 
director of safety and his assistant 
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meet ‘monthly with a 22-member 
safety committee. Before each meet- 
ing the committee presents a list of 
the items it wants to discuss. These 
items are investigated so decisions 
can be made at the meeting. 

Many problems are solved right 
in the plant, through the efforts of 
members of the safety and griev- 
ance committees and of department 
supervisors. Employee rules of con- 
duct and general safety rules are 
firmly enforced, with full union 
cooperation, 

All parts of the human relations 


program contribute to greater safety 
through better employee under- 
standing and cooperation. That’s 
why, for Inland Steel, human rela- 
tions is a working tool. @ @ 





Radiation burns .. . 


Eighteen cases of radiation 
burns (including burns from 
X-ray apparatus) were reported 
to the California Department of 
Industrial Relations during a sin- 
gle recent month. 

















OXYGEN WHEN YOU 
NEED IT! 


DAVIS OXYGEN INHALATORS 
VERSATILE - COMPACT + LIGHTWEIGHT - ECONOMICAL 


MODEL 4011 Weight 21 Ibs. .. . single 


16 cu. ft. cylinder . . 
carrying case 24” x 8” x 15”.. 
easily refilled . . 


. €asy Operation... 
. cylinder 
. Maximum service life 50 


minutes . .. UL approved pressure regulator. 


Inhalator complete—no case but with mounting bracket 





The vital first minutes in an emergency can spell the difference 
between life or death! When oxygen is needed, whether it be for 
only a minute or an hour, before skilled aid and equipment arrive 
on the scene, there is a Davis Oxygen Inhalator that will meet 


the emergency. 


Factories, offices, airplanes, automobiles — Davis Oxygen Inhala- 
tors can be used anywhere, instantly, by anyone. And they are 
priced low enough that anyone can afford them! They are avail- 
able in a variety of designs to meet any emergency. 


Write for Bulletin 





EMERGENCY (0 INC 
EQUIPMENT *y e 





DIVISION 





59 Halleck Street Newark 4, N. J. 


Circle No. 37 on reader service card for more information 
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program contribute to greater safety 











. . . just comfortable. At a recent test 
at a world leading Petroleum Producer 
and Refiner Proving station Fyrepel 
fibre glass aluminum coated fire fight- 
ing suits proved best by test—in tem- 
peratures over 1700° Fahrenheit. For 


repair work in heat areas, 


suit will eliminate costly 
ers and repairmen to work fra, 





down time and allow work- 
in comfortable safety in 
temperatures 1700° and , 
over—while temperature in- 
side suit remains at slightly 
above normal body heat. 


Many variet.es of garments 
are available. 


a 


This lightweight (94 1 oz.) 
Proximity suit allows men 
to stand up to heat for ex- 
tended periods and actually 
wade in spill-fires. Wide 
vision helmet provi-tes 
maximum safety and ma- 
neuverability. Addition of 
neoprene lining makes it 
waterproof and provides ef- 
fective vapor barrier. 
FYREPEL is the only fab- 
ricator of aluminized glass 
cloth. Do you have a spe- 
cific problem? Our Engi- 
neers would like to hear 
about it. Write, wire or 
phone. 





FYREPEL PRODUCTS INC. 


P.O. BOX 503, NEWARK, oe. 


Circle No, 40 on reader service card 
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tion to them,” he told us. “They’re 
a waste of time.” 


Foremen: It hadn’t been a year 
since this man held a foreman’s job. 
We thought he would have some 
good ideas on how to bring the 
foremen into the safety program. 
We were wrong. 

He said, “I just don’t know how 
to sell the foreman on safety. It’s 
secondary to him, for 98% of his 
time is spent on production and 
departmental problems. 
Sure, he’s in favor of safe practices; 
but under the present set-up here, 


personnel 


he just doesn’t have any time to de- 
vote to it.” 

The plant has neither a safety 
committee nor a fire brigade. Its 
housekeeping is poor; its sanitation 
department is understaffed by 
roughly 70%. 















WA 
= 
MEL MILLAR’ 


“Carlson! You'll never get it done 


if you don’t stop clowning!” 


Record: We pressed for figures 
frequency, severity, or a perform- 
tailor-made for this 
company’s operations. The safety 
withheld them. He 
only that the plant’s safety record 
in the past three years had been 
going from bad to worse. 

“When I took this job, it was 
somewhat like being appointed 
manager of an eighth-place ball 
club; it was very unlikely that the 
situation could 
Nonetheless, it has.” 


ance record, 


director said 


beco me worse. 


Solution: We asked the man 
what he intended to do in order to 
“rehabilitate” safety. 

He submitted a three-fold pro- 
gram: 

1. “Since I’ve taken over this job, 
I’ve made it a point to get out in 
the plant more often and talk with 
the workers. that 
hasn’t been done. Along that line, 
I’m especially careful to be on hand 


It’s something 


during treatment of all injuries in 
the dispensary. After the patient 
treated, I talk to him 
about the importance of wearing 
taking 
necessary precautions. Then I go 
back 


and give the place a once-over. I 


has been 


protective equipment and 


with him to his work area 
call attention to any hazards there 
and, if possible, see that they’re 
removed. 

2. “I plan to post intra-depart- 
mental lost-time records within each 
department. It’s one form of poster 
| believe may be of value. If we can 
get workers from rival departments 
to compare safety performance, I 
think it will eventually make every- 
one in the plant more safety- 
conscious. 

3. “I’ve suggested to management 
that it allow 
go along with me on a plant inspec- 


a foreman or two to 


tion trip once or twice a week. It'll 
only take a half day. but it may re- 
sult in a little better coordination 
between production supervisors and 
the safety department. Frankly, I 
don’t know whether Ill get an OK 
on that last idea, though.” 


obvi- 
well-intentioned, but he had 


Dilemma: This 
ously 


man was 


had almost no experience in safety 
before being appointed safety di- 
rector. The result showed up in his 
after-the-fact approach to accident 
prevention. 

He can only recommend and hope 
for cooperation, not insist upon it. 
His budget is limited, because top 
management is disinclined “to add 
to overhead,” although ironically, 
it’s willing to pay penalty insurance 
rates and to lose money hand-over- 
fist as production costs soar—a by- 
product of an ineffectual safety 
program. @ ® 
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Rehabilitation: Human rela- 
tions ideals guide the Indiana Har- 
bor Works rehabilitation program, 
too. The safety, personnel, labor re- 
lations, and medical departments 
work together to place handicapped 
workers on jobs they can handle. 

In one case, an injured workman 
was trained to become a goggle re- 
pair man. Other disabled workers 
have bench work or electrical and 
mechanical shop jobs. Indiana Har- 
bor Works attempts to give equal 
treatment to industrial and non- 
industrial disability cases. The com- 
pany cooperates closely with vet- 
erans’ organizations and the In- 
diana State Office of Rehabilitation. 


Off-the-job safety: |ndiana 
Harbor Works recently earned one 
of the four awards made by the 
Governor of Indiana for work on 





Falling accidents .. . 


Industrial accidents reported to 
the New York State Workmen's 
Compensation Board dropped to 
558,294 during the first nine 
months of 1957—the lowest nine- 
month total in the state for 11 
years, and a 1.1% reduction from 
1956 





traffic safety. The same year, the 
company received one of four 
nation-wide industrial awards from 
the National Safety Council for 
highway safety programs. 


meet ‘monthly with a 22-member 
safety committee. Before each meet- 
ing the committee presents a list of 
the items it wants to discuss. These 
items are investigated so decisions 
can be made at the meeting. 

Many problems are solved right 
in the plant, through the efforts of 
members of the safety and griev- 
ance committees and of department 
supervisors. Employee rules of con- 
duct and general safety rules are 
firmly enforced, with full union 
cooperation, 

All parts of the human relations 


program contribute to greater safety 
through better employee under- 
standing and cooperation. That’s 
why, for Inland Steel, human rela- 
tions is a working tool. @ ® 





Radiation burns . . . 


Eighteen cases of radiation 
burns (including burns from 
X-ray apparatus) were reported 
to the California Department of 
Industrial Relations during a sin- 
gle recent month. 

















OXYGEN WHEN YOU 


NEED IT! 


DAVIS OXYGEN INHALATORS 
VERSATILE - COMPACT - LIGHTWEIGHT - ECONOMICAL 


a> 





MODEL 4011 
16 cu. ft. cylinder . . 


Weight 21 Ibs. . . . single 


. easy Operation... 


The plant’s safe driver club al- 
lows employees to display a Scotch- 
lite bumper emblem after they have 
pledged themsleves to safe driving. 


carrying case 24” x 8” x 15”. . . cylinder 
easily refilled . . . maximum service life 50 
minutes ... UL approved pressure regulator. 


7 Inhalator complete—no case but with mounting bracket 


The company has also promoted 





and arranged for discount buying 
of automobile safety belts. 

Safety committee members regu- 
larly take part in community af- 
fairs. They speak at PTA meetings, 
join volunteer fire departments and 
school boards. While they spread 
the good word for safety in the 
community, they themselves are re- 
awakened to its importance. 


— 
The vital first minutes in an emergency can spell the difference 
between life or death! When oxygen is needed, whether it be for 
only a minute or an hour, before skilled aid and equipment arrive 
on the scene, there is a Davis Oxygen Inhalator that will meet 
the emergency. 


Factories, offices, airplanes, automobiles — Davis Oxygen Inhala- 
tors can be used anywhere, instantly, by anyone. And they are 
priced low enough that anyone can afford them! They are avail- 
able in a variety of designs to meet any emergency. 

Write for Bulletin 


EMERGENCY (0 INC 
EQUIPMENT 7 . 


59 Halleck Street Newark 4, N. J. 





Union cooperation: Labor dis- 
putes seldom occur over safety mat- 
ters at Indiana Harbor Works. The 
director of safety and his assistant 





DIVISION 
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Entire tile at left looks well protected by floor finish, doesn’t it? 
Black light (right) shows half the tile carries no finish at all. 


aT FIRE 
(ON PROTECTION 


Test Your Floor 


FOR INDUSTRY 








BLACK LIGHT—safe, invisible, easy 
to use—now can tell you just how 
good the floor finishes in your plant 
really are. 

That’s the discovery made by 
Kenneth W. Masterson, who worked 
it out when he was a chemical engi- 
neer for the research division, Pub- 
lic Building Service, General Serv- 
ices Administration of the United 
States. (Now, he’s a chemist for 
Vestal Laboratories, Inc.) His idea 


can save you a lot on housekeeping 


bills. 


Deception: Your eyes. as pho- 
tos with this article show. can be 
They'll see a high 
gloss on floor finishes when the e 
really is on the floor itself: they'll 
tell you one finish lasts as long as 
another when there’s a big differ- 


easily dec eiv ed. 


ence in the wearing qualities of the 
two: they ll mislead you into believ- 
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ing your plant floors are well pro- 
tected when the floors aren't pro- 
tected at all. 

Why? Because the thin film left 
by water emulsion floor finishes 
transparent. 
(That’s why the gloss you see may 


can't be seen. It’s 
be a shine on bare tiles, not a shine 
on protective finish.) You may 
think your floors have been stripped 
of finish, when the stripping isn’t 
much more than half complete. 

The Masterson black light test 
It makes the 
floor finish film visible. All you 
need is a water soluble fluorescent 
dye and a black light lamp. 


ends this deception. 


Mixing: Masterson’s experiments 
showed that a dye called Rhodamine 
B gave the best results. It mixes 
well with finishes, has strong fluo- 
rescence. It imparts a reddish color 
to finishes that you can see under 


which makes it easy 
to tell when the mixing of dye and 
finish is complete. 

Add the dye to the floor finish at 
a rate of 0.3 gram of dye to a quart 
of finish. 


ably; you can see the dye dissolve. 


ordinary light 


Use a glass bottle, prefer- 


The finish changes color from pink 
to medium red: when you can’t see 
solid red particles at the bottom of 
the bottle. the mixture is ready. If 
want to bother with a 
glass bottle. add the dye to a can of 


you don't 


finish the day before you want to 
start your test; that will give it 
plenty of time to dissolve. Turn the 
bottle or can upside down a few 
times to make sure the dye has 
spread all through the finish. 


Lamps: At least three manufac- 
turers put out black light lamps-— 
tubes ranging from 4 to 40 watts 
and from 6” to 48” long. While 
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LEVELING 


Finishes With Black Light 


black light is close to ultraviolet in 
wave length, it isn’t harmful to eyes 
or skin. 

You can test floor finish films 
best in darkened places, because 
fluorescence is weaker than ordinary 
light. The black light lamp will 
send out a small amount of light you 
light that’s blue. not black. 
This blue light will reflect from films 
and floor surfaces. 


can see 


You can cut this reflection a great 
deal by directing the black light at 
various angles to the floor. The 
black light itself, of course. makes 
the Rhodamine B in the floor finish 


fluoresce. 


Black light lamps can be used in 
the same kind of fixtures that take 
any other fluorescent tubes. The in- 
tensity of the black light is boosted 
if fixtures have highly polished re- 
flectors. 


Finish looks even on tile at left—but black light 
dried in ridges. Uneven coat means poor protection for the floor. 


Qualities: What 
floor finishes can you test with the 
Masterson black light plan? These: 


Leveling. If there’s uniform fluo- 


qualities ol 


rescence over the whole surface, the 


that is, it has a1 
If strong and weak fluo- 


finish levels well 
even film. 
rescent streaks show up. the film 
isnt level; it may have dried in 
ridges and furrows, and when 
there's very little film in the fur- 
rows, the finish wears through fast. 
V ulti-coats. As more coats of 
finish are added. fluorescence 
Such effects as that of lift 


ing, previous applications of finish 
} 


creases. 


xy the use of extra coats show up 
clearly under black light. 
Film depth. 


Since the intensity 


of the fluorescence grows with the 


thickness of the film left by a finish. 


you can see easily how deep any 
film is. either before or after weat 


has begun. 
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(right) shows how it’s 


If intensity of 
fluorescence isn’t reduced by water 


Water resistance. 


drops or by damp mopping, the 
finish has good water resistance. 

Stripping. Fluorescence falls off, 
finally disappears, as finishes are 
removed by wax strippers. The 
effectiveness of the strippers may 
be tested in this way. and the readi- 
ness of the floor for further treat- 
ment may be learned. 


H ear. 


area fluorescence to the fluorescence 


You can compare traffi 
of non-traffic areas—aisles. for ex- 
ample, to margins along walls. When 
the trafh« 


fluorescence. you know the films 


areas show little or no 


left by the finish have been wor 
through. 


Methods: You can test fluores- 
cent finishes on small panels as well 
is on whole floors. 
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FLEXIBLE 


WORK GLOVE 
Best in Any Weather! 





© Completely flexible ... in torrid 
heat or zero cold 


Tough coating .. . long wear 
Seamless palm for greater comfort 
Outstanding grip quality 


Flame resistant . . . will not support 
combustion 


Resists abrasion, oil, grease, acids, 
alkalis 


Complete line of coated gloves and aprons 


ARCADIA MFG. CO. 


1081 Eton Ave. © Phone Midwest 4-3300 
Birmingham, Michigan 








FIRST AID KITS 


8 Al 
: KD. { 
a 5 j ; j 


. 


Due to increased demands for small 
First Aid Kits, the HALCO line now 
includes the above two Kits. Ideal for 
Automobile glove compartments, these 
new Kits have been installed as stand- 
ard equipment in vehicles employed in 
Repair Service Industries. 


Full particulars and literature will be 
sent upon request. 


A. E. HALPERIN CO., INC. 


75 Northampton St. 
BOSTON 18, MASS. 


“YOUR SAFETY — OUR BUSINESS 
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BLACK LIGHT 
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On panels, apply the finish with a 
folded gauze swab. Saturate the 
swab with emulsion, then shake it 
several times to get rid of excess 
liquid. The swab will leave a film of 
average thickness. 

Finishes that level well on linole- 
um and asphalt may not do nearly 
so well on vinyl, rubber, and vinyl 
asbestos. To test them on these 
types of floors, remove the factory 
finish from sample tiles before ap- 
plying the fluorescent finish. If the 
finish doesn’t level well on all 
samples, try scrubbing the tiles with 
fine steelwool dipped in a wax 
stripper; the scrubbing usually re- 
moves the mold-release agents (or 
factory coatings) that wax strippers 
have left behind—and the test finish 
will level properly. 

Make all removability tests on 


it can’t be removed by wax strip- 
pers, it’s a poor performer. And 
if a wax stripper won't do the job 
it's supposed to, you'd better not 
buy it. 

On floors, apply test fluorescent 
finish at a rate of a gallon of emul- 
sion for each 1,500 square feet of 
floor; but do so only after the floor 
has been thoroughly cleaned and 
wax-stripped. Use lambswool to 
apply the finish; it lays an even 
coat. Dry the finish for an hour, 
then buff it. 
day. 


Damp mop it once a 


Every week, after damp mopping 
and buffing, take a black light test. 
You'll find a record, in these weekly 
observations, of how well the finish 
At the 


same time, you can watch the finish 


stands up under normal use. 


for such qualities as slip resistance, 
scuff resistance, ability to take a 
gloss, and resistance to dirt. 


Light floors: Rhodamine  B, 


which Masterson found best in his 





YOUR EYES DON’T TELL YOU THE WHOLE STORY... 





TO THE EYE, this tile seems to be 


protected by an even coat of finish. 





UNDER BLACK LIGHT, the same 
tile shows much finish wear along 
the edges. 





aged films. You can make these 
tests fast by storing tiles coated with 
fluorescent finish for 24 hours at 
50°C. Dip the tiles in wax stripper 
for five minutes, then scrub them 
with a cellulose sponge for 20 
strokes. Rinse the tiles, and examine 
them under black light to see 
whether or not the stripper has re- 
moved the films. You can test one 
wax stripper against another if you 
keep records: try out a new stripper 
on film that previous experiments 
have shown can be removed by a 
different stripper. 

Panel tests of this kind are im- 
portant. If a floor finish won't 
level well, it’s below standard. If 


own experiments with black light, 
may because of its red color—not 
be desirable for light-colored floors. 

Non-coloring fluorescent dyes 
have been developed. If you use 
a finish ready-mixed with a non- 
coloring dye, or if you prepare your 
own mixture, you'll be able to find 
out with black light tests: 

1. Whether or not application of 
the finish was complete and uniform. 

2. Whether the finish has been 
leveled properly. 

3. How much the film was worn, 
and when you need to replace it. 

1. Whether wax stripping has 
been complete when you ve been re- 
moving old finish. © @ 
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Josephine Cesarz ... 


her feet were ived. 


Shorticles for Safety Men 


Shoes: Having trouble persuad- 
ing women workers to wear safety 
shoes? Then consider the case of 
Josephine Cesarz, foundry worker 
at the Cadillac Motor Car Divi- 
sion (General Motors Corporation ) 
plant, Detroit. 

She voluntarily bought a pair of 
safety shoes for use on the job. Not 
long after. while she was walking 
in a plant aisle. a fork truck backed 
over her toes. 


Score: no injury: 
the shoes’ steel caps protected her 
feet completely. 


Explosion: At a Philadelphia 
plant. a small electric oven blew up 
when it was misused. The oven was 
designed for heating and drying 
ordinary materials. but was not in- 
tended for handling volatile vapors 

Small metal pins were put in the 
ven. The pins had been washed 
solvent. then 
rinsed. Some of the fumes. despite 


with a flammable 
the rinsing. stayed with the pins. 
When the oven switch (not explo- 
sion-proof) was turned on, a spark 
exploded the fumes. A small fire 
followed. 

No one was hurt. but this was 
due more to good fortune than to 


exercise of care. 


Compensation: According to 
the state Workmen’s Compensation 
Board. 4.449 beneficiaries of work- 


ers killed on the job in New York 


before June 30. 1948. are rece 


$12.60 or 


less per week in benefits 
About one-third of the numbe! 
ceive less than $10.00 weekly. 
Viiss Angela Parisi. chairma 
Workmen’s Compensat 


Board, has called for a stu 


f the 


wavs to increase what she t 


“obsolete benefits.” 


‘There are children and g 
children.” she said. “whe o 

g as little as $3.18 per week 

mpensation for the death of t 


wage-earners, 
“TY! j ) bd 
There are still 193 widows 


) 
cCeIlVIl S602 per week 


parents receiving & 


inder benefit rates in effect betwee 


July 1. 1914. and May 4. 1920 


Manual: W. Dean Keefe 
satety engineering for the Ken 


per insurance group has annour 


productior ol a new ndustt 

safety manual to be used in i spe 

Clal tram program tor supe 
Kee fer’s comment is he ma tt 

innouncement deserves atte 

‘The foreman is the key to anv su 


cessful safety program. 


the importance of their foreme: 
but many have assumed that the 
know more about accident pre 

tion than they actually do. As 


result, too little effort has been de 


mtLr 
l 
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In the past 


plant managers have recognized 





BUILT BETTER 
FOR SAFETy 


Complete protection 
against sparks, flash 
and dangerous rays 
of arc welding. Fed- 
eral specification 
plates. Light-weight, 





roomy, adjustable, 
comfortable head- 
gear, spring pivot for 1275 
holding, 
easy raising and 


positive 


lowering. One-piece, 
rivet-less formed 
fibre, built to last. 


Write for distributor's ~~ 


name and our catalog of = 
Head and Eye Safety $ | ; 
Equipment. 
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voted to securing the understanding 
cooperation of the foreman.” 


Traffic: First 
uniform code for measuring traffic 
accidents commercially 
operated vehicles has been taken by 
the American Standards Associa- 
tion at the behest of the National 
Safety Council. 

A sectional committee to prepare 


move toward a 


involving 


recommendations for the code is 
being appointed from among. all 
organizations interested. 

Need for the standard was raised 
before the ASA by the Commercial 
Vehicle Section of the Council. Now 
a wide variety of methods for re- 
cording vehicle accl- 
dents is in use, and the Council has 
found it “difficult or impossible to 
compare accident statistics coming 
from different sources and to dis- 


commercial 


tribute safety awards justly.” 
The industrial injury 


ard (Z16.1-1954), “The 


stand- 


American 





only 814’ HIGH! 





Washington Ambulance COT!! 


Now you can get an ambulance cot that 
is REALLY LOW — only 814 inches high 
— the perfect answer for cars that have 
less head room, and for overhanging 
stretchers. The new Washington model 
21-L is of special value for heart cases, 
and other patients who must be kept in a 
sitting position. Washington’s famous top- 


quality craftsmanship is apparent through- 


ADJUSTABLE-BACK 
EMERGENCY STRETCHER 
MODEL 9AB 


Four adjustable positions on 
back rest, folds to only 4% 
inches high! One of Wash- 
ington’s complete line of 
folding emergency stretchers 
for every need, in every 
Price range 


- —— 


NEW PUSH-TYPE . 
COT FASTENER 
MODEL 3A 


SS 





WASHINGTON COURT HOUSE, OHIO 


out this new model cot with such features 


as sturdy, rigid construction . . . highly 
polished aluminum tubing and castings 
. very lightweight yet strong .. . trig- 


ger release side rails . . . adjustable back 
rest with nine-position squeeze-lock ad- 
justment. It always pays to choose Wash- 
ington for the newest and best in all 
emergency room or vehicle requirements 





This new and improved cot fastener 
holds cots securely in station wagons 
and other types of emergency vehicles 


, Washington makes four other models of 


cot fasteners, to meet every need for 
any kind of vehicle. Tell us the make 
and model of your vehicle, and we'll 
recommend suitable fasteners. 


See your jobber or write for FREE catalog! 
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Standard Method of Recording and 
Work 


cant be applied to commer- 


Measuring Injury Experi- 
ence.” 


cial vehicle accidents. 


The Family: 
Baton Rouge 
Refinery, Esso 
Standard Oil 
Company. has 
arranged for 





regular evening 
classes in first aid for employees 
In addition to 


the classes sf heduled in the main 


and their families. 
plant, classes are held in outlying 
towns (near Baton Rouge. Louisi- 
ana) where enough employees show 
interest in them. 

The course has five lessons. At 
the refinery itself. one lesson was 
scheduled for each working night 
of the week. a second lesson for 
each night of the following week. 
and so on for five weeks. 
allowed shift workers to attend on 


nights they 


The plan 
werent working. and 
also allowed families to plan for 
attendance on nights they weren't 
occupied by other activities. Each 
lesson lasted two hours. 

The entire effort is sponsored by 


the refinery safety department. 


Cranes: At a Minnesota plant, 
a 20-ton press was being lowered 
from the second floor of a building. 
The press stuck as it was hoisted 
off the window ledge by two cranes. 

Suddenly the press broke loose, 
\ torsion-like twist 


began to swing. 





Cranes and torsion .. . 


added up to heavy damage. 


struck one crane. The crane col- 
lapsed, 

“No one was injured,” said the 
safety engineer who gave us_ the 
picture and the story, “but the press 
was damaged, and it sank about 
four feet through the sidewalk, as 


you can see.” @ @ 
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Why Balanced-Formula Neoprene 


ASSURES BETTER HAND PROTECTION 





Now... 
6 quality lines. ee It’s p sible to mé ke a Neopr« ri 310% t ig] iS A rhin CCTOS skin or as 
I dependable iy iapalhesiatelaliliar es tears bho rr cigs ital protective features. 


Wil-Gard’s new Balanced-Formula P: ss keeps all the essential safety 
source 

features in balance—toughness and durability . . . stay-on comfort and flexibil 
COMPAR PLASTIC 
NATURAL RUBBER --s «Dette esistance to scores of industrial solutions and solvents. The 
NEOPRENE 
BUNA-N result: a longer-lasting, comfortable glove with superior hand protection. 
SOFT-LINED NATURAL LATEX 
UNLINED NATURAL LATEX For sizes and style Ss, see your Wil-Gard Distributor, or write for latest catalog. 


Sold only through Distributors WR>1S8.274 


PROTECTION FOR THE HANDS OF INDUSTRY = SINCE 1916 


hoteles ecy Vc} e) 


THE Wits ON RUBBER .COMPANY INDUSTRIAL DIVISION CANTON 6, OHIO 
“ A Division of Becton, Dickinson and Company 
Circle No, 45 on reader service card for more information 
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Schrader... 


your one source for AIR CYLINDERS 


push, pull, single or double-acting, with or without cushion 
... for every type and mounting 




















Small 
Clamping Cylinders 

















VALVES. | 
AIR ACCESSORIES 


ta 
. 


~~ 
waron [Oy 
: ‘7 
& eh. 
: CRS gomeigc: 
— ~~ : = a oe 


Available for immediate delivery from your Schrader Distributor 







A. SCHRADER’S SON * Division of Scovill Mfg. Co., Inc. * BROOKLYN 38, N. Y. 
QUALITY AIR“CONTROL PRODUCTS 





odivisionof SCOVILL 








Circle No. 46 on reader service card for more information 
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Se as a ONG Slci( i ‘iO OOTP ULULUe 


NEW PRODUCTS 


To obtain any of the literature or free services 
circle the correct number on the Readers Service Card 


“QUIET-VENT” silencers prevent trans — ee ee 
mission of noise through return air t< f t t t 
yet do not hinder passage of ait r} t ise image. W 


product manufactured by Industria 


Circle No. 137 on reader service card 


AN OXYGEN 
()xv-( t 





Acoustics Co.. In : Vallabie In n 
sizes in order to suit indy lal re 


! ’ ; 
ment it may be installed =1cle 


Circle No. 135 on reader service card 





EYE ointment tubes, currently manut 


tured by Medical Supply Co., feature ee 
plastic tips rather than i Ir 
this way, the rough edge hazard has bee oxvs 
erased ‘lastic tips are now standard Circle No, 138 on reader service card 
equipment on MSCO’s tubes containing 
boric acid ointments or special ointments 

Circle No. 136 on reader service card rHE NEW PORTAI 
THE STRYKER safety saw, developed t ors workers for g 
recently by Strvker Mfg. Co a division i I ta radiatior It nt 


ot Orthopedic Frame Co.. cuts by ose illa ontin we 








| NOW YOU CAN TELL 
ne and ee 


if your employee is ill rather than suffering from 
hangover 


| 


Stop accidents by adding to your present procedure 
a simple accident must for determining intoxication 


THE HARGER DRUNKOMETER 


used nationally in industry, is the oldest and most 
widely used of the breath methods 
Write today for information and list of success 


users. O-302 





’ ‘e 
kee. cmap Coppaeman 


i] £0 BANK 


BENSON & ASSOCIATES. | 











Circle No. 47 on reader service card for more information 
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&YEé 
WASHING 
FOUNTAIN 





’ / 
gave EVES 


Leading industrial doctors advise immed} 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more. closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 






VALVE NEW 


Ca EMERGENCY 
SHOWER 


Self-Closing 


“Orwes 
on Fie 


The B & A Shower is the 
G.P.M. quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 
instant an accident occurs, to prevent a dis 
figuring burn—even a fctality 
Special shower head. no holes to clog—can 
be used where unfiltered water prevails. 
Write For Details. 


ANO @usene 
N Eve /*t 


OISFIGURING 
FACIAL curs, 
ANO BURNS 


uTS ANO 
one ee Bt 
ON 
AND Moov 
pren® 


aP 
Tis, Wire’ ae 


URNS 





A 
SAF-T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 
Painful cuts, disfiguring 
burns, loss of eyesight, or even 
@ fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 


Gia Ms sail 


sroauon San 
5 GALLON Write For Details. 





Dept. OH, P.O. Box 7542, Chicago 80, 111. 
Circle No. 48 on reader service card 
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Auto Seat Belt Quiz!! 
test yourself 





1. What is the av- 
erage “G loading” 
a belt must with- 
stand in just a 30 
mile per hour 
crash, with 18” 
stopping dis- 
tance? 


2. The so called 
Nylon-Rayon web- 
bing is ?°% Nylon 
and ?% Rayon? 





3. In selecting a 
buckle for your 
safety belt, what 
are some of the 
features to look 
for? 


4. Is it safe to at- 
tach an auto safe- 
ty belt to the floor 
of a car, rather 
than the frame? 





o-Is fatigue 
brought about by 
4 Wearing a safety 
belt? 





Answers 








. : PAISUBAXAUI OJ SN OF FILIAA "JIPSINOA s}oq 

For more comprehensive in- SNOLIBA 389} ‘JAA Ja}Jeg) “qei Juepuadepuy *g 

formation on these, and ee ee ee N : 

i ‘ »eti . *( UBAOIG 489} A1OPVIOGR'T] , 
other important questions (-203 000'9 $0 9900%9 GF 3509 424 TH-OF8S 
on auto belts, write for ‘yySuas afisuay wn 
complete pamphlet to: “Sql 000'S — UONSNAYsUOD JeJUt 07 [LWW 
(ssurqqoam ysoul U] 

e uoAdey 06 pure uolAN OI ‘2 
Py 4 WyBiam 

ROSE MF G, Co. fee suosiod e& sow [OT St siya L'0z ‘I 





2700 W. Barberry <7 DENVER 


Denver 4, Colo. 





6. Should manu- 
facturers claims 
be accepted, or 
should proof be 
furnished by an 
independent labo- 
ratory? 


(‘spoyjoul B }S2} 











WHY RISK A TRAFFIC 
ACCIDENT IN YOUR PLANT? 





KLEAR-VU SAFETY MIRRORS are the answer to 


the dangerous blind 


corner problem in your plant or warehouse. They are also adaptable for outdoor 
use in your parking lot, loading dock area or other points where traffic converges. 


Mounted at cross aisle intersections, entrances and exits at a height of 8 to 
10 feet, Klear-Vu Safety Mirrors clearly reflect oncoming intersection traffic to 














mn : " both power truck operators and pedes- 
yie NO imensions e 
Circular Convex Glass 120 12” dia trians. 
Circular Convex Glass 180 18” dia 
Circular Convex Glass 240 24” dia . : - 
Circular Convex Glass 300M.R.* 30” dia Available in either convex or flat 
Circular Convex Glass 360M.R.* 36” dia a E ‘ 
Flat Glass Rectangular 18 x18” glass styles, the mirrors are easily in- 
Flat Glass Rectanaular 1640 16”x24” stalled and quickly adjustable to any 
*M.R. indicates metal rim desired angle. 


LESTER L. BROSSARD Co. 


540 N. MICHIGAN AVE., CHICAGO WY iLL. 





Write for 
Bulletin. 


Circle No. 50 on reader service card for more Information 
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NEW PRODUCTS 


ontinued trom ] r¢ 





Circle No. 139 on reader service card 


PYRAMID DESIGN | distinguishes 


new I I » ladders now being pt! 
lueed by Ballymore Co. Models rang 
from one to twelve steps. You car 

30” width at bottom tapering t 
25% it top, of 20 width at hottor 
tapering to 17'2". Ladders grip the floor 
firmly at four contact points to eliminate 








! il way. Some model ire equipped 
with handrails. Each eight to twelve step 
ladder has a _ Ballylock a toot pedal 
in t front step which lowers two 
rubber-tipped feet to the floor, raises the 
casters and firmly anchors the ladder 
Both all-steel or alum models are 
nade. Optional equipment includes wire 
mesh baskets which hook onto handrails, 
ind hanging shelves and drop shelves 


provide a place for tools and 
Circle No. 140 on reader service card 


KELCO dock bumpers, molded of live 


rubber, are now being marketed by The 
Kelley ( o.. Inc. The devices are easily 
mounted on docks. The manufacturer 


reports the product’s shock absorbing 
and cushioning qualities are far superior 
to wood, old tires, or other makeshift 


arrangements. 


Circle No. 141 on reader service card 


NUOZENE, a paint additive developed 
by Heyden Newport Chemical Corp., kills 
fungi and disease-producing bacteria. The 


continued on page 60 
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Here it is... 





DHANUEL 


for lifetime 


HOW IT’S DONE —The mark is embossed on- 
to, not stamped into, the link. The Make and Grade 
appear alternately at approximately 10” intervals 
along the chain opposite the weld and on only one 
side of the link 


Identification of chain should be permanent. 
Colored paint and tape are useful identifica- 
tion marks while chain is moving through 
distribution channels, but these marks soor 
disoppeor after the chain is put to use. That 
is when identification becomes most impor- 
tant from safety and service standpoints 
Permanent marks are the answer. You now 
get them on CM chain. 











Exclusively Ci 





No other chain offers this valuable 
feature ... and you get it at no 
extra cost 


CHAIN BUYERS—Now you can tell ata 
glance, today or months later, the specific 
make of chain purchased. 


CHAIN USERS—Now you can be sure of 
the grade (strength) of the chain you are 
using ...a definite safety advantage. 


DISTRIBUTORS—Now you can positively 
identify chain sold by you. 


SPECIFY CM INSWELL 
FOR THE BEST OF 
EVERYTHING IN CHAIN 


PLUS COLOR MARKS 


at exact 5 foot intervals for quick iden- 
tification and fast, accurate measuring. 














GRADE “nen | Saag 
Proof Coil Chain PC or P | GREEN 
BBB Chain | 3B | RED 
High Test Chain HT | BLUE 
Herc-Alloy Chain | 7 | ORANGE 











*This permanent branding is presently available on above grades 
in all sizes under 4 


COLUMBUS McKINNON CHAIN CORPORATION 


TONAWANDA, NEW YORK 
REGIONAL OFFICES: NEW YORK + CHICAGO + CLEVELAND 
SAN FRANCISCO + LOS ANGELES 


In Canada: McKinnon Columbus Chain Limited, St. Catharines, Ontario 


Circle No. 51 on reader service card for more information 
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MODEL 3522 


Exclusive , 
Wedgelock Lens ** 


Il new TUC-CUP 


*Lens slides easily into frame and 
locks in position, but can be easily 
removed or replaced by the wearer. 
TUC-CUP is the only spec tacle-type 
safety goggle with cup-type lenses 
which fit over all prescription glasses 
and provide complete all-around pro- 
tection. 

Integral contoured visor provides 
over-eyes protection. One-piece, 


Quality Eye Protective Equipment 








shatterproof Wedgelock Lenses are 
specially designed with full cup green 
tint side shields. They provide com- 
plete side and under eyes protection. 


For details, see your authorized EYE 
SAVERS supplier or write direct. 


WATCHEMOKET OPTICAL CO., INC. 


232 West Exchange Street 
Providence 3, R. |. 


Made by the Leaders in Plastics 





WATCHEMOKET ares $e Be NN 


( ae \ es a 
nh >> hee i, >, 
be co ; ) 
et . { , - j 
, Ye “dh iia 
‘SPLIT.J01NT TuCc-AWwaY METHASPEC ow VINYL FRAME MOLDED MOLDED WEA 
| PLASTIC FRAMES SMAP-OUT LENS EYE SHIELC SAVE RS ¥ CuRvED squart ack st 











HAVE ONE HANDY FOR 
THAT EMERGENCY! 











FLEXIBLE 


Reeves STRETCHERS 


Reeves stretchers are the best in any emergency. 
Industrial plants, hospitals, first aid and rescue squads, 
police and fire departments throughout the country 
use these stretchers to handle their injured with care, 
preventing more serious injury. Make sure you have a 
Reeves stretcher ready. 


<j STRETCHER CANISTER to protect your Reeves 


stretcher from dirt, dust and dampness. 


A. SMITH & SON, INC. 


Established Eighteen Hundred Sixty Seven 
1237-39 Ridge Ave. 


Philadelphia 23, Pa 


“IF IT’S MADE OF CANVAS, WE MAKE IT” 


Circle No, 53 on reader service card for more information 
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NEW PRODUCTS 


ontinued from page 00 





product is easily applied with a spray 
Nuozene has many applications, particu 
larly in food 


processing and beverage 


plants and food warehouses. 


Circle No, 142 and reader service card 


SCIENTIFIC DRAFT control is an out 
standing feature of Alsto Company’s new, 
redesigned 10-bushel outdoor incinerator. 
Company officials report that this feature 


precludes danger of burning, blowing bits 
of paper as well as minimizing smoke and 
nell. The aluminized steel unit is 52 
in height, 35° square at base, and has an 

8” high detachable ash pan base an 
rate 


Circle No. 143 on reader service card 


AN ENERGY-ABSORBING, non-abra- 


ve safety surfacing material is now be 
narketed by California Industrial De 
elopment ¢ The product, labeled Cidco 
Non-Slip. contains a durable, resilient 
particle which remains flexible perma 


t 


Circle No. 144 on reader service card 


NEW METAL eye glass frames devel 
oped by UL. S 
t I y 


equipped wtih the foll 





One man does it all with 
New Sarrel-lift 


All five drum handling 
operations raising, 





transporting, rotating, — af 
tilting and draining—are ' L 

a one-man job with No. | ' | 
80 Barrel-Lift. Keeps 55- oe” se 
gallon steel drums woe! 80 


under full control. You save on spilling, 
overflowing, leakage, damage to drums and 
All steel welded construction. 


Won't tip, spill, or leak 
Move your drums the 


Drum -Karrier way || 


accidents 





The NEW Drum-Karrier 
Model 85 fits all standard 
drums, 
operation, is instantly re- 
movable from hoist hook. 
Positive tilt lock holds 
drum in position. 
Welded, all-steel con- 


struction; 


permits one-man 





Model 65 


accommodates standard double 
chine steel drums 23” diameter, 36” height. 
For prices and for full information— 
write today! 


Distributed by 


ROCHESTER 


Safety Equipment Co., Inc. 
83 Howell St. © Rochester 7, N.Y. 
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Where rough going is routine, or where resistance to oil, tar, and 





tures: 5-barrel nickel steel hinges, end 


piece screw-guide for quicker lens chang What's the 


BREATHING HAZARD 


in your Industry? 


ing, spatula temples with plastic paddl 





tips or spatula cable-type temples, opti 
lite or glass lenses, “offset” bridge g 
for added strength and choice of ¢ 


Circle No. 145 on reader service card 


NEW STEEL racks which facilitate 


handling and stac king of loaded or « npty 
barrels and drums with standard fork 
lift trucks have been developed by Re 
public Steel Corporation’s Pressed Stee 


wix hs A f 


FUMES ? CHEMICALS? 





The Scott Air-Pak changes 


them all to a pure ocean breeze 


Yes, whatever the breathing hazard, the man 
whose job it is to enter these atmospheres, 
' 


breathes only pure, safe, cool air when he is 


equipped with the modern Scott Air-Pak 





The Scott Air-Pak uses certified, compressed 


air, therefore maintenance cost is exceedingly 
Div. The racks have been designed t low as compared to other types of breathing 
isola i iru r barrel. This abset equipment. Scott Air-Paks give the greatest 
of container contact is a notable safety protection at the lowest cost. 
feature 





Circle No, 146 on reader service card There is a Scott Air-Pak to meet every 


breathing requirement. Let us give you 












_ ’ , the complete story. Write us, or ask your 
POSTING SAFETY SIGNS without th a ’ 3 

“la nearest Scott distributor for the booklet, 
ee See ae aren a, sewer ae Scott Air-Paks Save Money, Man Hours 

nised DV est ¢ ro S 
_ sat ciagtan Westline | cts Di and Men for Industry. 
Westerr Lithograph Co The us 
} ] 
moves backing material on the signs to - 
Me ; 4 Bureau of Mines Approval No. 1308 

uncover! in adhesive which notds i! 
stantly and securely to metal, wood, tile 


iss, Or cement 


“VISIBILITY UNLIMITED with the 
incomparable SCOTTORAMIC Mask” 


The new Scottoramic Mask adds another life-saving fea- 
ture to the Scott Air-Pak. It affords unlimited vision in all 


directions for maximum safety — no old-fashioned “blind 
spots” to get the wearer into trouble. 


Circle No, 147 on reader service card 


4 PAINT-LIKE product that may be 
applied to any material regardless of 
shape or stiffness has been developed by 
California Industrial! Development Co 
The product, Cidco Non-Slip, wears well, 
resists slips, and absorbs noise 


Circle No. 148 on reader service card 


LYNRUS FR-1 Is i flame proofing 
process which withstands many launder : 

ings and dry cleanings. Lynrus Finishing Tote kh my Pw AP Waced . | CORP. 
Co... Inne pioneer { it Cooley, Inc.. offers 


229 ERIE STREET LANCASTER, N. Y. 


SAFETY EQUIPMENT DIVISION 





continued on page 63 
tinued = . Canada: Safety Supply Co., Toronto — Branches in principal cities 
Export: Southern Oxygen Co., 250 West 57th Street, New York 19, New York 
ire! sader service card fo e in j 
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chemicals is essential, wise work shoe buyers insist on Bearfoot 


“ Where rough going is routine, or where resistance to oil, tar, and 
> Half-Trak Neoprene Aircushion Soles. 
a 


Density adjusted for stitch attachment. Also available with cork 
for added non-slip. Heels, cement or nail on. 






Look for... be sure you get Bearfoot Half-Trak Soles... The mark 
of extra safety comfort, and service on any work shoe you buy. 





wen AT WOR K 


SAFE - COMFORTABLE 


searroot HALF-TRAK soes 
Bak bor Buy treet 




















A trusted name on shoe bottoms since 1924. 


THE BEARFOOT SOLE CoO., INC. 


BOSTON: 210 Lincoln St., J. M. Calvin 
ST. LOUIS: 1602 Locust St., F. E. Alston 


Wadsworth, Ohio 
MILWAUKEE: 1931 S. Allis, Atkinson Sales Company 
NEW YORK CITY: 225 W. 34th St., Homer Bear 


Circle No, 56 on reader service card for more information 
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Circle No. 58 on reader service card for more information 
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NEW PRODUCTS of its new discharge device now featu reak into minute particles, providing 
on tf ot its irbon dioxide extit lishers yst stant change trom snow t 
continued from pa nozzles have five orifices—the 1 Circle No. 157 on reader service card 












4 REINFORCED plastic stretcher cas 
Osborn Mf Corp. elimi 


a line of textiles with Lynrus finish. The 


fabric now is being used by military rro-ion, reduces maintenance 
agencies for flying suits and firemen’ ylindrical desigr oes away witl 
jackets and trousers ry corners. The case is proof against 
Circle No. 149 on reader service card I 

Circle No. 158 on reader service card 
4 NEW industrial reel (model A-2) has 
heen added to the Weldreel line manu and four others AN ALTOMATIC wiping towel lis 
factured by United Specialties, Ine It it 90° inter < ser made by Industrial W ( 











Circle No. 150 on reader service card 


HERCULITE F36 Clear is a new fal 


It’s easy to Fight 
the Noise Hazard with 7 
the Scott Portable Sound Meter 





4 The H. H. Scott Sound Level _ Important features of the H. H. Scott 410-C Sound Level Meter: 
Bal Meter is an unusually compact @ Flashlight-size and battery power make it ideal for sound survey use. 

i | instrument, designed for port- 

: ability, accuracy and ease of © Meets all applicable standards of the American Standards Association. 

ig operation. It weighs only 2 


io 7 @ Rugged sub- miniature construction insures years of trouble-free service. 
pounds 7 ounces, and you can 


hold and operate it with one © Winner of the Electrical Manufacturing Award for outstanding achievement in 
< ial hand. Non-technically trained product design. 
a el hr personnel can learn to operate 


@ Designed for use with the H. H. Scott portable sound analyzer when detailed analy- 


Eee 





it in five minutes. sis of noise is required. 
penetration of natural light. This durable, 
laminated, acid-resistant fabric is light y¥ , 
etiaht: sad denpelens, waunnedl tae Send Coupon! Learn How the 
resistant, rot and mildew-proof 


Circle No. 151 on reader service card ” Scott Sound Meter Can Help You! 







4 PORTABLE SHOWER is now be 
ing marketed by Reynolds Metals Co 


H. H. SCOTT, Dept 0-10 
[The shower has a 100-gallon water tank 


385 Putnam Avenue, Cambrioge, Massachusetts 
ind two air or nitrogen cvlinders. The 





* 

. 

> 

= ; as k Send me complete information on Scott Sound ® 
See Level Meters and Analyzers and your FREE ® 
ner. ee epee Exporhe=felasto International, booklet “NOISE SIMPLIFIED.” ° 
Circle No. 152 on reader service card 36 W. 44th St., New York City. tome Cini ies @ 
Cable Code: TELESCOMM ° 

Address e 

GREATER PROTECTION against y city — State e 
s B and C fires was the aim of Amer ‘4 - 

e 


in La France Corp., in the development @eeeeeeoeoeoeoeeeeeeeoe eee eee e208 8008 
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FOOT-TOE-LEG Protection by “Sankey” 


See 




















The aluminum alloy or steel shield (above) is de- 
signed to furnish a maximum amount of protection 
(300 foot pounds) to the entire front of the foot, not 
merely the toes alone, but also to the instep Other 
models include a guard with i-slip rubber sole 
and steel calked sole. Special models are made for 
power adz operators and sugar cane cutter 





Absolute freedom of leq motion, utmost protection 
and comfort come with the lea-contour shaped heavy 
fibre shin guard whose weight is but 9 oz. each (300) 


Fibre knee-shin guard (18'' high) (2310) provides 
flexible knee movement on jobs with both knee and 
shin hazards 

For complete information on our entire line of 

foot, toe and leg guards, write today. 


ELLWOOD SAFETY APPLIANCE CO. 


225 SIXTH ST., OH, ELLWOOD CITY, PA. 




































COSTLY CAR 
DERAILMENTS 


with a low cost 


M & M RAIL CLAMP 


The M & M Rail Clamp positively will not slip, so car 
wheels can't move and cause costly accidents and injuries 
to employees. 





Even heaviest cars are held in position with this small, 
compact clamp. Its dependability is proven constantly 
throughout industry —even the heaviest industries —coal, 
steel, construction, etc. 





Write for complete descriptive details. 


This advertisement is shown here posted on a Diamond Bulletin 
Board, another product of Safety First Supply Company. 


SAFETY FIRST SUPPLY COMPANY 


425 MAGEE STREET °* PITTSBURGH 19, PA. 
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NEW PRODUCTS 


continued from page 03 





Co. improves housekeeping and fire pro 
tection. Dispensers are equipped with all 
steel containers for soiled towels. Con 


tainers have built-in fire extinguishing 


Circle No, 153 on reader service card 


SAFE FOOTING on decorative floor 


surfaces is provided by Super Glazeole 





um, a liquid floor plastic that exceeds UI 


slip-resistance requirements. The solution, 
1 product of Colonial Refining & Chemi 
cals Co mav be applied to asphalt tile 
vinyl tile, linoleum, cork, and wood. No 


ifing or polishing is neede 


Circle No, 154 on reader service card 


#300 SERIES “Softie,” Glendale Opti 


cal Company's new line of goggles, is 
equipped with wide, deep, vinyl frames, 
ind .050 plastic lenses. The line is recom- 
mended for spot welding, light grinding, 
chipping, and chemical operations. Frame 
ind lens colors: clear and green 


Circle No. 156 on reader service card 





CLASSIFIED 


Rates: for ‘Position Wanted,"' $6.50 minimum 
limit 25 words. For all other classifications, $8.00 
minimum for 25 words or under; each additional 
word 20c. Boldface type or all capitals, $10.00 
minimum for 25 words or under; each additiona 
word 25c. All classified advertising payable in 
advance 








SALES REPRESENTATIVES 


New Patented Pneumatic Tourniquet. 
Hundreds now in use by Industrial and 
Commercial Safety Depts. Fire, Police, 
ind Ambulance Corps. Can be carried 
with other lines. Pays high comm., on 
protected territories. The Sohl Co., 1636 


W. Hunting Park Ave., Philadelphia 40 





Pa. 
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COMPENSATION NEWS 


rr 


chan es in the law 


— 


ae 


Kansas: If the Workmen’s Compensation Commis- 
sion has its way, higher fees soon will be paid by em- 
ployers for commission services. 

At present. fees run from $1 for filing an injury re- 
port to $35 for an award order made when an examiner 
must go outside Topeka to hold a hearing. 

Commissioner William M. Stevick will ask the 1958 
legislature to boost fees of all classes. He has talked 
of a possible flat fee for each injured workman, or of 
charging a percentage of compensation insurance pre 
miums. 

Representative Robert Anderson, chairman, Kansas 
House Ways & Means Committee. has said. “There will 


be a drastic cutback in services unless the fees are raised.” 


Michigan: 
sation insurance premiums was made effective December 
1, 1957. 
resulted from “the latest available figures on payments 
to injured workmen and from anticipation of bro 


An average jump of 5.63°° in compen 


The insurance commissioner said the increase 


idened 
ompensation liability.” 

Representative George W. Sallade. Ann Arbor. will pro- 
pose that Michigan adopt a new industrial and construe- 
tion safety code. 


New York: Mrs. Angela B. Parisi. chairman. Work- 
men’s Compansation Board, told the Joint State Legisla- 
Industrial & Labor Conditions that 
compensation benefits in the state should be 


least 25‘%. 


tive Committee on 
raised at 
She went on to recommend that the maxi- 
mum per week be increased to $54.20-——a jump of 50% 
over the present 336 figure. 

Mrs. Parisi commented that “today. the maximum rate 
does not represent two-thirds of the average weekly wage 
of manufacturing production workers as was intended 
by the legislature, but instead represents only 44°C of 
their average weekly wage.” 

The state Federation of Labor asked for an increase 
to $60 a week “at least.” 


Rhode Island: Effective December 1. 


sation insurance premium rates dropped 5. 


1957, compen- 

5‘ on the 
7 he change means 
an annual saving of about $540,000 for Rhode Island 
employers. Since 1949, rates have been cut 23‘¢ in the 


state. while benefits have been increased 22‘; 


average. from standard manual rates. 


Canada: Changes in compensation laws of some Ca- 
nadian 
Hazarps in January 
during 1957 were these: 

Quebec. 
members of the Workmen’s Compensation Commission. 
The Workmen’s Compensation Board 
was empowered “to take such measures and make such 


provinces were reported in OCCUPATIONAL 


(page 53). Other changes made 
\ minor amendment provided pensions for 

Saskatchewan. 
expenditures as [it] deems necessary or expedient for the 


prevention of accidents to workmen.” In addition, bene- 
fits paid to dependent children under 16 were increased. 
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Industrial Gloves... 
made to fit the job 


R-60 “GRIP-ALL” 
Coate 1 with « rse 
rubber dust for han 


PV-96 PLASTIC COATED 
Standard weight, 
abrasive-resistant, 


liquid-proof 


Me 


7703 NEOPRENE COATED 
14'" industrial weight 
with natural-fit fingers 





No matter what the job, there’s a Hood Industrial 
Glove that fits it perfectly. The style, shape, materials 
and treatment of every Hood Glove are determined 
by the requirements of a specific kind of work. That’s 
why it’s important to specify “Hood”— the glove 
that’s “tailor-made” for the job. 


Write today for free 1957 Hood Glove Guide — shows 
you how to choose the RIGHT glove for EACH job. 


a division of the B. F. Goodrich Company oo 
WATERTOWN, MASS. 
RUBBER + NECGPRENE - PLASTIC COATED INDUSTRIAL GLOVES 
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Here they are... three 
great soles that have the 
two most important 
essentials of a safety shoe 
sole ...Slip Resistance and 
Density of Material. 

Each sole has been specially 
developed to give greater 
safety... greater comfort... 
and longer wear under 
specific working conditions. 
Remember—it pays to 
“Sell ’em the shoe with 

the Sole for the Job”. 
Write today for the free 
Gro-Cord sole selector... 

It instantly tells you the 
best sole for any of 

50 basic jobs. 


GRO-CORD RUBBER CO. of CANADA LTD. 
Tillsonburg, Ontario 


GCci1o 
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SILENT 
STOCK 
TUBES 


More than 10 Years proved efficiency 
in noise elimination 


© Maintain full machine @ For all single and multiple 
capacity spindle machines 

@ Equally efficient on RD., @ Easily installed, wear re- 
Hex., square stock etc sistant and economical 


Write For Illustrated Circular and Prices 


CORLETT-TURNER CO. 





9151 KING ST. ° FRANKLIN PARK, ILL. 


fasy on the Fingers £ 





for holding Ca) 
* STEEL STAMPS Re KV 
* CHISELS eH 





* OTHER HAND TOOLS 


4é - . ” 
~ “Luminum-Line 
ys 


~ ADJUSTABLE 


~ HAND TOOL 
HOLDER 


Keep precious 
fingers safe from off-angle 
hammer blows. Just place the hand tool 
in the holder and hammer away—with 
greatest possible safety.. Three sizes 
available for tools 4" to 114" square 


Write for Catalog 100 








1057 CHATEAU STREET, PITTSBURGH 33, PA. 


A Product of the Marking Device Industry 
Circle No, 62 on reader service card for more Information 
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Reports of recent court decisions 


Job horizons: 


cupation 7? 


What are the boundaries of one’s oc- 
Does an occupation begin precisely when the 
whistle blows and end at quitting time, or is the act of 
leaving the employer's premises at the end of a day's 
labor part of one’s occupation? 

On November 16. 1953. Stanley Baran was uninten- 
tionally shot while he was leaving his employer's land at 
the close of the day’s work. The bullet was fired from 
a rifle held by a 16-year-old boy who was alone in his 
No other 


shooting had occurred in the neighborhood. and the em- 


room in a nearby house. practicing aiming. 
ployer had no way of knowing that anyone was in the 
habit of aiming fire arms at workers. 

Baran’s employer contested claim for compensation. 
The employer stated that there was no causal conection 
between Baran’s injury and his work. 

The Massachusetts court did not agree. The causal 
connection existed, it ruled. because Baran’s work ex- 
posed him to the risk which caused the injury. Fur- 
the 
moment that the quitting whistle blows, but extends to the 


ther, course of the employment is not restricted te 


act of leaving the employers premises at the end of the 
day. Baran met with an injury arising out of and in the 
course of his employment. 

( laim allowed. 


Death at noon: Peter Ellena. an employee of the Vil- 
lage of Mark, Illinois, was killed when the village dump 
truck ran over him. Ellena and two other men were on 
a cleanup crew: it worked with a dump truck, a rake, and 
One of the crew drove the truck. while 
Ellena and the third man loaded it with ashes. cans, and 
rubbish. When the truck was filled. the driver took it 
to the dumping grounds and dumped it. 

One morning about 11:40, the truck was full: and the 
driver observed that by the time the truck was unloaded, 
it would be lunch time. 


some shovels. 


Since the truck, on its trip to 
the dumping grounds, would pass by their homes, Ellena 
and the other crew man got on for the ride. 
in the cab. 
board. 


Ellena rode 
The other loader stood on the left running 


When they arrived at Ellena’s home, he got out and 
started toward his gate. As he stepped across some gravel 
which separated the black-top paving from the gutter 
and the grass beyond, he slipped and fell on his back. 
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in workmen's compensation insurance cases 


His head struck the surface in front of the wheel. In the 
meantime, the truck had started to pull away. and the 
wheel passed over Ellena’s head, killing him instantly. 

Ellena’s widow sought death benefits. She claimed that 
since it was the employer's truck that had struck and killed 
her husband, she should have compensation. 


The court maintained that this was irrelevant. A risk 
to be compensable. must have some connection with the 
job. It must have its origin in the work done by the em- 
ployee. The mere fact that an employee is present at 


the place of injury because of his job is not enough. 
There must be a causal relation between the employment 
and the injury. The relationship did not exist in Ellena’s 
case, 


Claim disallowed. 


ge f Mark v. Industrial Commission: S 


ipreme 
I 


Court of Illinois, September 20, 1957 145 N.E.2d 617) 


Occupational tumor: 
packer for the 


Josephine Ricciardi was a 
Marcoulous Manufacturing Company. 
While she was at work. she was struck on her left breast 
by a ten-pound carton of wax paper. which had fallen 
two feet. The pain was severe enough to keep her from 
working for the next five minutes. 

Several minutes later, she noticed a red bruise where 
the carton had hit her. She showed this bruise to two 
[wo days after that. she noticed a discolor- 
The next evening, three days after the accident. 
she saw a lump in that area of her breast. 


{ o-workers. 
ation. 


The following day, she went to the plant physician, 
who diagnosed her ailment asa hemorrhage of the tissues 
and recommended application of heat. The doctor testi- 
fied that the breast was not then black and blue. but that 
Miss Ricciardi said that it had been previously. He di- 
agnosed the lump as a “nodule” and said it was hard 
and irregular. 

That same day, Miss Ricciardi saw her family doctor. 
who likewise recommended heat treatment. She then 
went to another doctor, who told her the lump would 
have to come out. A surgeon performed a radical 
mastectomy, or removal of the left breast and the sur- 
rounding muscles, glands, and tissues. The growth was 
diagnosed as cancerous, 

The Marcoulous Manufacturing Company opposed 
Miss Ricciardi’s claim for compensation on the ground 
that medical testimony proved that the cancer and breast 


continued on next page 
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© Tamperproof 
© Positive 


° Easy to 
lnstall 


° Low Priced \ 


@ ) 2 | 
©°a Protection 
Against FIRE - THEFT - SABOTAGE 


The CHICAGO Watchclock System enables the 
watchman to prove that he’s made his appointed 
rounds. The daily-dial records earn users of the 
CHICAGO Watchclock system reduced insur- 
ance rates. (Quickly pays for itself). ..Used all 
over the world... APPROVED by the Under- 
writers’ Laboratories and by the Factory 
Mutuals Laboratories. 


Write today for Illustrated Folder and Prices 
The first—and still the first 
CHICAGO WATCHCLOCK 


DIV. GREAT LAKES INDUSTRIES, INC. 
1532 South Wabash Avenue, Chicago 5, Illinois 
Offices in Principal Cities 
@eeeseeeseecoeoeoceeeseeee ee eeveeeee2ee08 
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removal could not have been caused by the blow. Un 
doubtedly, a tumor had existed before the injury oc- 
curred. In addition, the company said, the medical evi- 
dence showed that surgery eventually would have been 
necessary even if there had been no accident. 

No matter. said the court. 


it was reasonable to suppose that the blow Miss Ricciardi 


The evidence indicated 


received had aggravated the growth of the tumor and 
speeded up the need for the operation. Consequently. 
under New Jersey law. Miss Ricciardi was entitled to com- 
pensation, 


Claim allowed. 


Ricciardi l Varce Vanutacturing ¢ ompany 


rt of New Jersey, October 21, 1957. (135 A 


Heat stroke: August | and 2. 1955. were hot days 
Kansas. Marion H. 


through them working for the Tole Landscape Com- 


in Independence. Taber sweated 
pany trimming trees and doing vard work. On both 
days. the maximum temperature in Independence was 98>. 

On August 1, Taber complained of not feeling well and 
During the day. he drank cold 
water: but before he quit for the day. he told his fore- 


did not eat his lunch. 


man that if he did not feel better the next morning, he 
probably would not return to work. He did return, how- 
ever. on August 2. Part of the time he was up in the 
trees sawing off limbs. and the rest of the time he was on 
Some of the work was 


done in direct sunlight. some in the shade. Taber took 


the ground cleaning and raking. 


salt tablets every hour. 

At quitting time. about 4:30 in the afternoon, he was 
driven home by a fellow employee. Apparently nothing 
was wrong with him. He went into the house. and a 
short time later was found unconscious. 

His doctor was called. and Taber was removed to the 
hospital. His temperature was in excess of 108°. About 
two weeks later. he was taken to another hospital in Wichi- 
ta, where he remained for some time, suffering from per- 
manent nerve and brain damage that caused partial pa- 
His condition was diagnosed as the result of 
heat stroke. 


Taber's employer vigorously contended that because 


ralysis. 


it was hot in Independence and the surrounding area 
on the days in question. and had been as hot or hotter 
in the areas during the preceding month, the claimant 
was exposed to nothing unusual and to no greater hazard 
than were the other residents of the community. There- 
fore, said the landscaping company. it could not be said 
that Taber's disability arose out of his employment. 

The Kansas Court was unable to accept this view. 
There was medical evidence to show that Taber had a 
heat stroke, and that there was direct connection between 
it and the work he was doing. 

It could not be denied, said the court. that Taber’s 
work exposed him to greater danger than if he had not 


been working at all. And although the risk was com- 
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mon to all who were exposed to heat that day, the true 
test was whether the employment exposed the employee 
to the risk. 

Claim allowed. 


Taber tr. Tole Lands 
Kansas, July 3. 1957 


caping Company Supren 


(313 P.2d 290) 


e Court ot 


Dermatitis: [in New York State. in order to recover 
compensation for dermatitis. it must be shown that the 
disability was contracted “within the 12 months previous 
to the date of disablement.” 

Harry Young had been employed as a waiter by the 
He cut and 
prepared citrus fruits and other food which irritated his 
skin. 


water. 


Lan Fong Restaurant. beginning in 1951. 
And he was required to wash tea pots in soapy 


In 1952. he developed a rash on his hands. When the 
employer noticed the rash, he discharged Young in De- 
cember 1952. Young’s condition had apparently im- 
proved by December 1953. when he was re-hired by the 
restaurant. 

In June 1954, Young suffered an eruption on the back 
of his hands. with itching and blistering. He 
moted to head waiter. but as a head waiter. he 
obliged to rinse cocktail glasses in 


was pro- 
was still 
water. The 
eruption and itching continued: and on December 4. 
1954. it became so bad that Young had to quit work. 
His condition was diagnosed as dermatitis on May 25. 
1955. 


Young 


= apy 


claimed compensation for this occupational 
disease, and the workmen’s compensation board ruled 
that he had been disabled by dermatitis as of the date on 


which it was diagnosed, 

The that Young had not been 
laid up “within the 12 months previous to the date of 
disablement” as required by law. 
that the had not been 
contracted until the eruption occurred in June 1954. 
within 12 months of the date Young had to stop work. 

Claim allowed. 


restaurant contended 


The court concluded 


disease 


Young v. Lan Fong 
Court, Appellate 


N.Y.S.2d 783) 


Restaurant: New York Supreme 


Division, October 17. 1957. (166 


Ride ‘im, cowboy! Did Alvin Howse’s injury arise 
from his work or his hobby? 

Howse worked for the R. E. McKee Company. He did 
construction labor. He said his back was hurt while he 
was helping carry a heavy iron beam. This. he said, oc- 
curred on April 5, 1956: but the records showed he did 
not see a doctor until April 23. Between the two dates, 
Howse was very active, despite his claimed injury. He 
continued to work the rest of the week of April 5 and 
nearly all the following week without telling anyone 
about being hurt. 

Howse was a student at the State College of New Mex- 
ico and a member of the school’s rodeo team. After 
\pril a he took part in a college rodeo. where he rode 


continued on next page 
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$13,000 
ACCIDENT 





IF YOU CAN’T AFFORD THIS— 
YOU NEED GRIP-TREAD 


MASTIPAVE 


the low-cost, super-safety floor that... 
e prevents slipping, skidding 
e takes severe punishment reduces worker fatigue 
e stays “new-looking” e costs less to install 
e cuts maintenance costs e repairs itself if cut 


In rolls 36” wide, terra cotta color, Grip-Tread Mastipave is 
quickly, inexpensively applied to any floor surface without 
costly preparation. In 30 years never equalled for safety, wear, 
good looks! Grip- Tread Mastipave is made only by Pabco. 


PABCO Floor Covering Division 
Fibreboard Paper Products Corporation 
475 Brannan Street, San Francisco, California 


Name_ 











Address. 
City__ 





= _ State 
MAIL THIS COUPON TODAY FOR FREE ILLUSTRATED FOLDER 
“EVERY BUILDING NEEDS PABCO MASTIPAVE”’ 
| Loaded with technical information and amazing case histories. 








| 
| 
| 
| 
1 Firm_____ 
| 
| 
| 
| 
| 
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CIGARS-CIGARETTES-MATCHES 


immediately extinguished 


...With 
SIPCO DUNKING STATIONS 







Fire Hazards from Smoking are a problem 
EVERYWHERE. 


STOP FIRES BEFORE THEY 
START—with SIPCO DUNK- 
ING STATIONS. 


Heavy duty CAST ALUMINUM canisters—quar- 
anteed 3 years against breakage. Partly filled 
with water, they drown the ‘smoke’. NO FIRE 
HAZARDS — NO ODORS — NO UNSANITARY 
CONDITION 

Lift off the canister, flip back the lid, dump it 
and the cleaning job is done 

Available in over a dozen 
} different STANDARD and 
i JUMBO SIZE models. Choice of 
i black crinkle or bright polished iy 
| DELUXE finishes to suit your 4 
particular requirements. NEAT, 
ATTRACTIVE — USED EVERY- 
WHERE — OFFICES, CLUBS, 
LOUNGES, HOSPITALS, HOTELS 
| SHOPS, RESTAURANTS, INSTI- 
| TUTIONS, SCHOOLS, ETC 










A 
NEW MODEL 4J pine 
Designed for permanent mounting on walls, posts, 
columns, etc. in public areas. Eliminates pilfering 
problem. JUMBO size canister furnished with light 
weight, rugged glass-fiber inner-liner. Flip back the 
lid—lift out the inner-liner and dump it. Inner-liner 
fits all JUMBO size SIPCO canisters and is available 
separately MODEL 1JD 
JUMBO size DELUXE FLOOR MODEL. Heavy 
weighted base and attractive, eye catching sign 
Height 42’’— weight 26 Ibs. Ideal for halls, aisles, 
landings, etc. Also available less sign (MODEL 1JWS 
WRITE FOR ILLUSTRATED BROCHURE. 


o TANDARD / NDUSTRIAL 











DEPT. M * 


920 N. GARFIELD AVE © PEORIA, ILLINOIS 














Do you have a ladder 
in your plant? 


= DILLON 
DYNAMOMETER 






What industrial plant... no 
matter how large or small 
. doesn't have a ladder? 
Now...the Dillon Dynamom 
eter offers a quick and easy 
way to check your ladders 
..to be absolutely certain 
the rungs are safe... to in 
sure your employees’ safety! 


Ladders are but one of hun 
dreds of types of plant equip 
ment tested daily by safety 
conscious plants with port 
able, lightweight Dillon Dy 
namometers. Available in 13 
capacities from 0-500 to 0 
100,000 lbs., these ruggedly 
constructed precision instru 
ments are individually cali- | 
brated, protected against ac 
cidental overload, equipped 
with red max. pointer, un 
affected by temperature .. - 
unconditionally guaranteed! 
Write today for price list 

and free literature, showing 
Dillon Dynamometers in ac 





tion 
Inexpensive block and tackle ap | 
plies load to each rung with Dy . 


namometer interposed between 
Readings are direct in pounds. Re 
sults are positive, accurate, rapid 


7 


| + 
W. C. Nillon & COMPANY, INC. 


14606AF Keswick St., Van Nuys 45, California 
(suburb of Los Angeles) 
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There’s some disa- 
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a bucking horse and a bucking Brahma bull. He made 


no complaint about a back injury. 

On April 21 and 22, he participated in another rodeo; 
then, he rode a bucking horse which fell with him. The 
next day he consulted the college physician. The doctor 
told him he had several fractured vertebrae. Howse 
asked for workmen’s compensation, as has been told. 

The R. E. 


was not hurt while he was on the job. 


McKee Company maintained that Howse 
If he had been, 
the employer said, he could not possibly have partici- 
And how 


strange it was, remarked the employer, that Howse did 


pated in two rodeos immediately afterward. 


not see a physician until after he fell with the horse! 

The New Mexico court agreed completely with the em- 
ployer. If there was any injury incurred while Howse 
was working, the court ruled, it caused him no disability. 
And whatever injury he did sustain resulted from the stu- 
dent’s rodeo exploits, rather than from his employment. 

Claim disallowed. 


Howse v. Robert E. McKee Company: Supreme Court of 
New Mexico, August 26, 1957. (314 P.2d 727) 





565 Industrial Compensation Decisions 


\ 500-page book carrying typical Right 


off the Docket reports. See page 85 for a 
summary of its value to users. 











BATTLEGROUND: The Granite Quarries 


VERMONT’S drive on silicosis in the granite industry has 
been given a lift by a grant of $46,485 from the United 
States Public Health Service. The grant is to be used for 
research into the effectiveness of the Vermont program. 

“Vermont, with its granite quarries and sheds,” said 
Harry B. Ashe, director of the Division of Industrial 
Hygiene of the state Department of Health, “has long 
been a battleground in the fight against silicosis. We have 
cause to believe that since exhaust ventilation and wet 
grinding and polishing methods were applied in the 
granite industry in the mid-1930’s, we have been success- 
ful in keeping the limits of granite dust well below safe 
levels. While silicosis was rampant in the granite in- 
dustry 20 years ago, no new cases have been found among 
men who have always worked with dust control. 

“We are still groping for the answer as to why the 
silicotic worker is more susceptible than the normal per- 
son to tuberculosis. We hope that the study will produce 
valuable information on this puzzling fact, as well as on 
other unresolved questions.” 

Research financed by the grant will cover five years. 
Annual chest X-rays will be taken of the 2,500 workers in 
the Vermont granite quarries and sheds. In addition, 
studies of the general working conditions in every granite 
shed will be made, and the findings will be evaluated in 
relation to what is learned about the physical standing of 
workers. @ @ 
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SHOE SOLES 


sinaiatehiaaieaiiaa ‘ JUNKIN 
ELECTRO-LOCK SHIELD 





preme” or “premium” quality, And 


there are as many different formu- 
las for producing this high-quality 
neoprene hase sole as there ire iit- 


ferent sole makers. 


Composition: Like leathe: 
position is dying out as a safety 
shoe sole, although most sole manu- 
facturers still produce it. What goes 
into the composition sole varies 


with the maker. But composition 






does h ive one universal qu ill 


...a$ SOON 
as | leave 
the shower. 


cheap. 
| urthe rmore omposili ! stands 


» very well in cinders and o1 











That 
way 
| spray the 
germs away to 


The Shield Which 
Commands Operator Safety 


The position of the Junkin 
Electro-Lock Shield is controlled 
by mercury switches. Interlock- 
ing power and light circuits will 
not permit the machine to 
operate unless the shatter-proof 





shield is in a completely pro- 
CAREFUL FITTING of safety shoes | tective position. Affords per- 


is needed: but be sure, too, that Pens 
workers have the right soles for their fect visibility, and protects the 


jobs—the shoes will last longer. be 


Yes, the SANI-MISTER is 
America’s most popular and most protective way 
to fight ATHLETE’S FOOT. Be sure you always 
have enough of the SANI-MIST sanitary solu- 
tion which kills the principal Athlete's Foot 


fungi in 30 seconds. No chance of dilution or . ° . 
tection. W N 
contamination, Order in 5-galion cans today ae rite for free bulletin Oo. 103. 


operator from flying particles. 


more comfortable, offer better pro- 





... don’t “run short”, 


. . 1: ] — Wy - —~. \ - 
ment. as Figure 1] indicates. It does * Foo Rh Pa SEY eornseeencns, 
o y } | ,O <—- - 
mark floors. however: your wife = = bh ~ 
4 
A 


wont appreciate your wearing com- 














~. Solution in convenient a = , ; can 
/ > position soles home from work :. a 
a 5-GALLON HERE’S HOW Noam 
eo. Rubber: In case youve won- THE ELECTRO-LOCK 
CANS dered what happened to natural SHIELD OPERATES . 
e easy to store... rubber soles—don't bother anv —permits clear view 
* easy tO pour... more. A government order issued of work, still providing 


. maximum protection 
nearly 10 years ago put a period to 


for the name of your nearest jobber, 


i the use of rubber in soles. But the 33 
write Dept. OH disturbance died quickly whe n JUNKIN | 
“blown” crepe was brought out di 


ENGINEERED 
IVA the crepe we ve already described as JU Ni KI es om 
SANT: INC. having thousands of air bubbles 
In any case, rubber didn’t have SAFETY APPLIANCE co. 
1724 Chestnut Street the staying qualities of the modern 101 S. FLOYD ST. 


Philadelphia 3, Pa. svntheties. It vave way under the LOUISVILLE Re 4a balled O7 


mtinued on next 
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impact of heat, oil, and grease: and 
it deteriorated with age. 


Wood: Wood soles offer excel- 
lent insulation against high heat, low 
cold. Wood is excellent for working 
on hot floors, around molten metal. 
on hot sand, with hot asphalt and 
tar, near furnaces and open hearths. 
It’s also 


areas, for hide cellars and packing 


sood for cold storage 
houses and quick-freeze rooms. 

On floors littered with nails. bits 
of glass, and scrap metal (even 
with the best housekeeping. it’s not 
always possible to keep men away 
from these sharp-edged materials). 
wood soles are invaluable. They re 
puncture-proof, Also, they're light- 
weight. long-wearing, and low in 
cost. 

Wood-soled clogs are of special 
use in shower rooms. They resist 
slipping on wet surfaces, and they 
seem to protect feet from skin in- 
fections that sometimes are picked 
up through floor contacts. 


Selection: There's some disa- 
ereement, even among sole manu- 
facturers, as to what kinds of shoe 
soles are best for what jobs. This 
disagreement stems from the fact 
that a man may have to work for 
a few minutes standing on hot sand. 
then move over to an oil-spotted 
concrete floor, and finally do part 
of his job outdoors. Under such 








“I won't be at work for awhile, boss. 
I'm waiting for compensation § to 


> 


set in. 


diverse working conditions, no one 
sole will be the perfect sole: you 
just have to pick the one that ex- 
perience shows will wear best. 
Usually. though, the suggestions 
of Figure 1 will help your people 
save money and at the same time 
comfort. One 


work in. greater 


manufacturer told us, “Regardless 
of the upper construction of the 
shoe. if the proper type sole is not 
recommended for a_ specific job. 
the shoe will give unsatisfactory 
wear.” His opinion was echoed by 
the Boot and Shoe Recorder, \ead- 
ing trade paper for the shoe-making 
industry. 

If. after looking over Figure 1. 
you still wonder what sole is best 
for certain jobs in your plant, ask 
your safety shoe supplier for his 


ideas. Safety shoe manufacturers 
now furnish many of their shoe 
stvles with any one of half a dozen 


different soles. ee 


Factual material for this article came 
from American Biltrite Rubber Com 
pany; Gro-Cord Rubber Company: Lehigh 
Safety Shoe Company; and Reece 


Wooden Sole Shoe Company. Figure | is 
based on a Lehigh Safety Shoe Company 


chart. 











Koroseal 


NO-TRAX LINK MATS 


Add BEAUTY and SAFETY 


To Your Building 
CHOICE OF NINE SOLID COLORS OR COMBINATIONS: 


Red * Gray ¢ Green * Brown ¢ Blue ¢ Yellow 
Black * White * Orange 


re 


HUNDREDS OF TINY SQUEEGES GIVE SURE FOOTING 


© Non-porous — easy maintenance 


© High scuff resistance 


¢ Nine non-fading vibrant colors 


© Stains wipe off with soap and water 


© Letters or numerals included at no extra cost 


SUPERIOR RUBBER Mfg. Co. 


501 WEST 82nd STREET °* 
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CHICAGO 20, ILL. 


Manufacturers of No-Trox Mats for all types of service. 












Ventilate 
CONFINED Places 
with 
Vano Design “‘C’’ 
Ventilator-Exhauster 


Ideal for withdrawing welding 
fumes from confined places or 
directly from the welding rod. Pro- 
vides greater safety, greater comfort 
for workers... leads to greater 
work efficiency. Can be furnished 
with 8” suction inlet to which 8” 
non-collapsible suction tubing ma 
be attached... or provided with 
multiple inlet nozzles for 5’’, 4’’ and 
3” suction hose. 

Other types are also available for 





WELDING FUMES cre here removed 
by this Vano Ventilator-Exhauster. 


supplying fresh air to men working 
in confined places, such as tanks, 
manholes, drums, boilers and ship- 
holds. 











For full details on Coppus Vanc 
Design “C’’ Ventilator-Exhauster 





write COPPUS ENGINEERING 
CORPORATION, 302 Park Ave 
nue, Worcester 2, Mass. 











tubing. 


FUMES FROM A REACTOR KETTLE 
ore here withdrawn by tripod-mounted 
Vano Ventilator-Exhauster. Note non- 
collapsible suction tubing and discharge 
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Miller .. . THE GREATEST 
NAME IN SAFETY! 


For safety, install original MILLER 
grips without heat. Use tool holster 
for all tools. Send to Dept. 357 for 
prices and new catalog. 





NO. 6119 
4ES MAINTENANCE MAN’S BELT 


NO.6 7 8 


\ NEVER-SLIP PLIER GRIPS 


MILLER EQUIPMENT CO., INC. 
FRANKLIN, PENNA. 


IN CANADA: 
SAFETY SUPPLY CO., TORONTO 














INSULEATHER mitt... 


Astounding new special formula 
INSULEATHER mitt permits handling 
of cherry red metal . . . Yet remains 
pliable, unaffected by heat. Outwears 
many pairs of asbestos mitts while 
providing more comfort and safety. 
Write today for free literature and 
prices. 


JAXCO INC. 


Wautoma, Wis. 
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The petroleum, power, and 
chemical industries test the safety 
of high-pressure pipe and couplings 
with ultrasonics. Walls of tanks are 
examined to locate corroded thin 
areas. 

In paper mills, the unseen fingers 
of ultrasonics check the operating 
condition of press rolls, engine 
shafts, steel journals, and other 
When ultrasonics is 
used, breakdowns are averted: un- 


components, 


safe press rolls are replaced hetween 
runs. 

Steam engines. used in many in- 
dustries, are undressed in front of 
an ultrasonic tester. Mutual Boiler 
& Machinery Insurance Company, 








HIGH-PRESSURE pipe is checked 
for weak areas. Ultrasonics does this 
job quickly, accurately, dependably. 





after analyzing 200 steam engine 
accidents, reported that nearly one- 
third were caused by invisible fa- 
tigue cracks. Such flaws are easily 
discovered, located, and measured 
by ultrasonic inspection. 

Portable ultrasonic test units can 
be hoisted to any section of a 
hydraulic press to check for weak- 
nesses in guide columns, pistons, 
studs, bolts, or supporting members. 
When weaknesses are noted, re- 
placement parts can be ordered im- 
mediately; then, when dangerous 
breaks appear, repairs are accom- 
plished without prolonged  shut- 
downs. 


Cost: One deterrent to broader 


continued on next page 
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SELF-ADHERING 


GAUZTEX 


PREVENTION 
AND CURE. 


PROTECTS AIDS IN HEALING 


1. Gauztex Industrial Tape 
Gauztex sticks to itself—not to 
you. The ideal protective cover- 
ing when your work deals with 
abrasives or sharp edges. Open 
mesh to allow skin to breathe 
adds to natural “‘feel.’”’ The ad- 
herent adds to “‘grip.’”’ Both add 
up to protection that speeds pro- 
duction. Available in regular and 
oil resistant to meet job con- 
ditions. 


2. Gauztex Sterile Bandage 
Eliminates painful pull, will not 
stick to hair, skin, or clothing. 
Saves time, makes a compact 
bandage even in hard-to-band- 
age places. Open gauze mesh 
allows the skin to breathe—heal 
faster. 


Here’s all you do to protect and help heal. 


1. LOCK IT! | =. 


—by overlapping 








a 
ond pressing Vc Yas > 
together. \ . 
oe \ 
iy 
—_—_ see 4 











2. WRAP IT! 


—sticks to itself 
not to you. 











Send for FREE Sample 





General Bandages, Inc. 

531 Plymouth Court 

Chicago 5, lll. Dept. H-2 

Please send sample roll and informa- 
tion on: 

___. Gauztex Industrial Tape 

____ Gauztex Sterile Bandage 


Firm___ 





a 


DO ee 





Co ee SE 


State 





———— ee eee 
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SAFETY 

PROVED 

ON THE 
JOB 


your best investment in 
eye protections ‘a: 


ON THE 


FACE 


CRITICAL WORKER AND 


3 


- Fendall 
CUP-TYPE 
GOGGLES 


Fendall 
SPECTACLE 
TYPE 
GOGGLES 


Fendall 
ADJUSTABLE 
FACE 
SHIELDS 


Many styles for chipping, grinding, welding, dust and splash 
hazards. Regular cup-type and coverall models to fit over glasses. 
Both eye cups individually molded for perfect fit and comfort. 
Many other exclusive Fendall Features insure immediate worker 
acceptance. They challenge comparison. 








if 


X = A 


Fendall spectacle-type goggles are available in both acetate and 
metal frames in a wide variety of styles and sizes. Styled to 
give appearance of personal glasses with built-in safety and 
comfort. New temple adjustment feature. Many other new 
advancements make Fendall the finest, safest spectacle in the 
field of safety. Available with plano or Rx lenses. 













*‘No-break-in’’ headgear with oval- 

1 shaped natural contours. Fits the 
head like your favorite old hat. 

; Easy head-size adjustment stays put. 
1 ‘Snap-on’ replaceable windows in 
| Clear or green plastic, or wire 

1 screen. Workers wear Fendall Face 

! Shields willingly. 










end for Details on the Complete Line of 
endall Face and Eye Protection Equipment 






i S$ 
1 
| F 


FENDALL PRODUCTS FEND ALL HAZARDS 


FENDALL COMPANY 
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4513 N. LINCOLN AVENUE, CHICAGO 25, ILLINOIS 
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SILENT SOUND 


continued trom page 





use of ultrasonics has been cost. 
These systems are not cheap. Pur- 
chase prices range from about 
$4.000 to $200,000. Ordinarily. 
only full-time use of the equipment 
could justify the investment to those 
controlling the purse strings, but 
there are economic detours. 

Some firms solve’ the cost 
problem by leasing equipment. 
thus eliminating capital investment 


by vour own 


Testing can be done 
maintenance crews or by the serv- 
icing company. Cost of this service. 
determined by the type of unit, fre- 
quency of service. and type of job 
to be done. is relatively low. Ultra- 
sonic inspections are conducted 
quickly, and money can be saved 
hy scheduling a lot.of work for each 


tout! 


True ring: The ultrasonic meth 
od of inspection is not really as 
new as it might appear. Back in 
the earliest days of metal-working. 
a worker would test his metal by 
striking it with a hammer and 
listening to the ring. A solid plate 
would ring true. but one with a 
large flaw would return a dull thud. 

These ancient techniques actu- 
ally employed sonics instead of 
ultrasonics. Findings depended 
largely upon whether hearing was 
sensitive enough and the flaw large 
enough to produce results. The 
method has been modernized and 
controlled, Ultrasonic inspection 
detects even minute and_ invisible 
structural flaws. It locates them 
exactly. And it functions with far 
more accuracy than the human 
senses. @ © 


Facts and photographs about the safety 
nan’s use of ultrasonics came trom Sperry 


Products. Inc.: Acoustica Associates In 
ind Oakite Products Ine 





Model bill . . . 

\ model bill to guide states in 
preparing legislation to govern 
labeling of packages of hazard 
ous substances has been prepared 
by the Chemical Specialties Man- 
ufacturers Association. Seven 
states already have laws on the 
subject: three bills are pending 


before Congress. 
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FOOT GUARDS 
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of special leg protection. Of work 
injuries in Ontario that involved 
feet, about 
struck at the legs alone. In _ the 
United States, more than half of the 


leg-and-foot injuries involved legs 


the legs and one-third 


only. 
Spats once went with the dappe1 
Now. they 


important 


man-on-the-street. serve 


a much more 
looking 
ankles warm. Combined with metal. 
they 


burns. 


pul pose 


than well and 


keeping 


fibre. or rubber foot guards. 


protect workers against 

bumps, scrapes. 
One manufacturer puts out leg 

gings of four types. Each comes in 


four materials: chrome-tanned lea- 








Ellwood Safety 


SPECIAL 


power 


guards like this 
adzing 


protect 
machine operators 
against leg and foot injuries. Leg and 
foot guards may be made of fibre, 
aluminum alloy, or steel. 





ther, cloth impregnated with plastic, 
asbestos cloth, duck. Leggings may 
be knee-length, hip-length, or as 
short as ankle-covering spats. 

One type of leggings is made of 
Monel. with a foot 
guard, and is designed to give spe- 


It's combined 


cial protection against cuts and 
heavy blows. Those who swing 
heavy hammers or axes find it par- 
ticularly suited to their needs. 

Some shin and leg guards are 
made of heavy fibre, others of steel 
or aluminum alloy. Many of the 
fibre shin guards weigh as little as 
9 ounces. 


continued on page 77 
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Durable coated glass cloth 
RESISTS ACIDS and HEAT 


smooth finish is easy to clean 


R 


ANOTHER heeler EXCLUSIVE 





Af Rape Cr n 
A new Green viny Z) g 
a acids ka 
ap ats E 
par ts, siee mically 
» h a 
Fe z Cavy p 
f garm 
g ga 
r nn A 
e [ te v appare Wheele 
‘ + 
Dealer or write f de 


® Appealing color ® Smooth, easy-to- 


®@ Good wear and fit clean finish 


® Flexible fabric ® High tear and tensile 


= strength 
@ Roomy ‘‘action 


garments @ Coated both sides 


WHEELER PROTECTIVE APPAREL, INC. 


228 W. Huron Street . Chicago 10, Illinois 














SAFETY EMBLEMS, PLAQUES 
AND AWARDS 


Emblems Made to Order for 
Loyal Service—No Accident Awards 
and Safe Driver Contests 
WORLD FAMOUS 
1933 SERIES IN 
OVER 40 
TITLES ONLY 
ONE PRICE 
$10.50 DOZEN 
PLUS F.E.T 





Two-tone Jewelers’ bronze etching with Green 
Cross for safety in colors. Genuine Walnut Shield 
size 10° x 10%”. 


GC-10 Award of Merit 








GC-i! Plain Ribbon $10.95 
GC-12 Award of Honor . 
Hand engraved lettering only 6c per letter. 


WILLIAMS JEWELRY & MFG. CO. 
10 S. WABASH AVE., CHICAGO 3, ILL. 
SILVERSMITHS BUILDING — CEntral 6-5018 
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Write for FREE 36-page Catalog! 
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BRULIN HAS A 


Safer 
Solvent! 


... Safer than many 
so called ‘‘safe solvents’’ 








REDUCED FIRE HAZARD—Higher 
temperature requir ed to vz porize 
a solvent sufficiently to flash mo- 


mentarily in an open flame indicates greater 
This is a standard method of mea 
the volatile and flammable characteristics 
any solvent. The temperature at which tl 





safety 


occurs is—The Flash Point 


BRULIN’S SOLVENT DEGREASER 
HAS A FLASH POINT IN EXCESS 
OF 185~ as tested by a well- 
known insurance company. 


REDUCED TOXICITY—Shown by 

the M.A.C.(maximum allowable 

ee concentration) in P wh M 

(parts per million) of air at which toxic condi- 
tions would exist. This factor, however, would 


not be reached if the evaporation rate is very 
slow. (See Evaporation Rate Below) 


BRULIN SOLVENT DEGREASER 
has @ M.A.C. of 500 P.P.M. as 
tested by another well-known in- 
surance company. 


©) EVAPORATION RATE 


Known as 
vapor pressure, this figure indi- 
cates the rate of evaporation of a 
solvent when compared to the evaporation 
time of carbon tetrachloride or butyl acetate 
The evaporation of certain solvents is at such 
a slow rate that the Maximum Allowable Vapor 
Concentration would be extremely difficult if 
not impossible to reach because of dissipation 
and dispersion by air and thermal currents 
BRULIN SOLVENT DEGREASER 
has a very low solvent evapora- 
tion rate. The rate is 5 times 
slower than carbon tetrachloride. 


THESE SAFETY FACTORS and the outstanding 


degreasing power of Brulin Solvent Degreaser 
ore the reasons for its wide-spread acceptance. 





BRULIN & COMPANY, Inc. 


2939 Columbia Avenve—Indianopolis 7, Indiana 
1793 12th Street—Oakland 7, California 
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Knees: Separate knee 0 uards 
are really pads, designed to protect 
workers who do a great deal of 
kneeling 


rubber 


Thev re lined with soft 


inserts, and the outside is 





Safety Shoe 
Protects Instep 
BRAND-NEW in the foot guard field 


is the toe and-instep protection given 


by 1 combined safety shoe and 
fitted metal plates. The guard puts 
neoprene -covered stee|! over the ' 


and the toe 
The personnel director of a Vi 


ginia foundry has reported that 


step, the ball joint, 


worket who wore i compbinal 





Lehigh Safety Shoe ph 


Safety shoe-foot guard unit 


shoe-and-guard was struck on his 
nstep by a 100-pound casting that 
had dropped six feet. The middle 


plate ol the instep guard was a little 
flattened. but the 


wasn t even bruised. 


workers foot 


‘There is no 
minds,” the 
“but that this shoe saved a serious 
lost-time 


question in 


personne] man sa d 


injury.” 





corrugated to prevent slipping. They 


may be worn with or without leg 


gings or other shin guards. 


Che combination shin-knee guard 


stands about 18 inches high, with 
the knee cap section taking up per- 
haps 51% inches of that height. The 


shin and knee 
gether to allow easy 
Both sections are 


piec es are jointed to- 
movement. 
made of fibre. 
with suitable padding to take up the 
shock of blow Ss. 


continued on next page 
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OUR AL 


Slips and falls cause 
20,000 DEATHS, over 
2,000,000 INJURIES 
each year.* 





Get all the facts on 
modern floor care 
in this free booklet! 








If you have extensive floor areas 
to maintain, youneed this booklet. 


It shows you how to improve 
safety through proper floor care. 
It contains a complete and im- 
partial discussion of the kinds 
of maintenance material best 
suited for use on various types 
of floors . . . from the point of 
safety and appearance. 


*National Safety Council 
Send for your FREE 


32 page floor care booklet 
today 






Branch Offices 

~ in Principal Cities 

Y In Canada; 
Toronto, Ontario 


MASURY-YOUNG CO. 


76 Roland Street, Boston 29, Mass. 


=) 


1 I 
| | 
| ! 
D cv segs | 
end me free, your new floor care book- | 

| let, ‘‘What Every Executive Should Know 
| About Thi s Vital Thousandth of an Inch’. | 
| Please have your representative in my | 
| crea call me for an appointment to discuss | 
| the MYCO Method of floor care. | 
| | 
| 
| 
| 


N 
a 
| 

| Aad 


itieininieace | 
__OH-28) 


! 
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Send for new literati 
to convert dru 
storage units. Visit Be 
Feb. 22 


CaM re (ens 





TYPES of DRUM LIDS 


for better plant housekeeping! 


WITT “FLAT-TOP”" 


* Economical « Rugged, yet light in weight 





t, smooth, one-piece cover to convert 30 and 
1 drums to safe, sanitary containers. Seals out 
rodents and 


st, moisture, other contamination 


Cuts fire hazards. All steel construction with center 


handle. Comes painted green or hot-dip galvanized 


WITT “BIG-TOP" 


* King-size opening + Self-closing 
Only “Big-Top” has the king-size flap opening that 


takes from 
shov 


any angle, boxes, bulky 


el-in trash. Double-hinged spring. Rugged 


throughout. Smooth and streamlined—no sharp edge 


For use on gallon drums. Neutral gray ename 


with word ‘‘PUSH” embossed in red 


ire on Drum Lids and Drum Dolly 

ms into complete, mobile handling and 
0th #340 at the N.S.S.A. Show, 

25, New York Coliseum, N.Y. City 


THE WITT CORNICE COMPANY 
2144 Winchell Avenue, Cincinnati, Ohio 








Designed for 
GREATEST INDUSTRIAL SA 





“WEKI”’ sarety cap 


KENNEDY-INGALLS, INC. 
3735 NORTH 35TH ST. 


FETY 





MILWAUKEE 16, WISCONSIN 
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NOCON — SAFETY-SOLVENTS 











cleaning of OXYGEN 
EQUIPMENT 

















Replace| TECHNICAL BULLETIN 


Carbon- CTetrachloride 








Full line — low Toxicity — High Flashpoint 
Siow to Highspeed drying features 


Proven Safety Solvents for classified production 
WRITE FOR FURTHER INFORMATION 


. 
. 
¢ Non-Combustible Solvents — SAFE for a'l metals 
. 
. 





cleaning and degreasing 
of electric motors 











Nocon PrRopucts Corp, 





Circle No. 81 on reader service card for more Information 


78 


62 Wi111aM StReer 
New York 5, New Yorn 





FOOT GUARDS 


continued from page (i 





Specialties: Many men 
struction workers, wrecking crews, 


con- 
fire-fighters, are example—have to 
work where they’re likely to step on 
nails, broken glass, and sharp metal 
chips. Wood safety shoe soles or 
steel innersoles provide ample pro- 
feet 
of cuts and punctures. 

Other 


plosive atmospheres. For them, non- 


tection to against the danger 


men have to work in ex- 
needed. 


sparking safety shoes are 


These shoes. made of leather. have 
non-ferrous nails and have laces 
without metal tips. Usually, the 


safety toe cap is coated with some 
non-sparking metal. 

Still others work on jobs where 
electricity constant 


static poses a 


danger of explosion and fire, A 
fabric bootie with conductive sole 
has been created for them: the 
bootie is worn over the regular 


safety shoe, and electrical contact 


is maintained by a chain running 
between the bootie sole and a metal 
plate. The plate fastens to the leg. 
Conductive safety shoes, for use on 
floors, the 


purpose as the fabric booties, 


crounded serve same 


Weather: Chilblains and trench 
foot are serious problems for work- 
ers who must spend much time out- 
doors during the winter. The first 
result from exposure to cold alone: 
the second comes from standing in 
wet, cold places. 

Dr. N. 


geon 


Gillmor Long. chief sur- 
Mutual Cas- 
ualty Company, says these troubles 
the 
met with during winter months, 
But workers can escape both chil- 
blains foot. Felt 
with safety toe caps keep feet warm: 
rubber 


of Lumbermens 


are “chief medical problems” 


and_ trench pacs 
with insulating 


plastic foam, wool, or fleece do the 


pacs lined 
same. Plenty of footwear, of many 
styles and with or without steel in- 
nersoles, may be had to protect the 
legs and feet of workers who must 
wade in water. ® @ 


Some facts in this article came from EIl- 
wood Safety Appliance Company; Mine 
Safety Appliances Company; Protective 
Equipment, Inc.; Rees e Wooden Sole 
Shoe Company; and Safety Clothing & 
Equipment which also fur 
nished the photograph with the title. 


Company, 
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INSPECTIONS 





are enough to start any safety man 
on the way to noting the specifi 


items he needs to look into. 


Inspectors: An inspector who 
know how to use a check 
what watch for 


doesn t 
list or 


may himself be a hazard in a plant. 


dangers to 


Renegar believes. 

“To inspect.” he says, “means to 
examine carefully and critically.” 
You cant 


critically.” of 


“examine carefully and 
course, when you 
havent had the right training. any 
more than a layman can tell whether 
eye trouble is sclerokeratoiritis o 
phlyctenulosis. Renegar’s opinion 
is that a lot of hazards have lasted 
a long time just because workers 
got so used to them that they never 
might 


be, He applies the Same reasoning 


realized how dangerous they 


to untrained inspectors. 

realist. He 
satety 
know 


savs you can't even get by 


Renegar is a doesnt 


believe any e! oineer or in- 
spector can everything. He 
in safety 
work unless you keep up to date 
of fire and safety 


by regular study 


codes, Inspectors who don’t know 
what’s in the codes are bound to 
overlook things that may lead to 


accidents. 

Renegar wants inspectors with 
They 
have both “high powers of observa- 
tion and the ability to 


conditions in their true light.” 


imagination. must, he says. 


visualize 


He means that a man may know 
the fire and safety codes well. and 
still not have what it takes to find 
be able to 
picture how a production process o1 


violations. He may not 
a floor plan or a new machine may 


possibly endanger people. 


Inspections: When Renegar 
thinks of an inspection, he thinks 
of something quite different from 
the casual jaunts through plants 
that some inspectors make. His 
ideas run to wide horizons: 

1. “Take a reliable inventory of 
working conditions and conduct.” 

2. “Measure adequacy and ac- 
complishments of the safety pro- 
gram.” 

Se “Judge the 
training and enforcement.” 


effectiveness of 


continued on page 81 








NOTICE 


DUMP NO 


RUBBISH 
- HENNE - 














KEEP THIS 


PLACE 
CLEAN 





“Signs since 


1863” 


STONEHOUSE SIGNS 


, 


INC 





...and 
good housekeeping 
begins with 
Stonehouse Signs! 





Nothing fosters accidents, and 
nefficiency, like dirt and disorder 
Inevitably, production losses. mistakes, 

dents o r where industrial 
oust ng is poor 
Pp nit +} _ ; 
s throughout the country enlist 
emplovee 1 in this important 


undertaking by the 


use OI INDUSTRIAL 
GOOD HOUSEKEEPING SIGNS 

from STONEHOUSE. Constantly 
reminding, these signs work efficiently. 


endlessly west possible cost. Each sign 


is made of enduring, tested materials, 
and manufac tured in accordance 


with American Standard specifications. 


Write today for our free, full-color, 
64 page catalog of thousands of ready-to-ship 
safety signs, plus information about 


signs to meet your special needs. 


SIGNS 


Stonehouse Building, 9th and Larimer, Denver 4, Colorado® 
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| SAFETY 
\. VACUUM 
\LIFTER 


—- 


THE WORK— 
SAVES THE HAND 


For punch press feeding, 
positioning blanks in 
stamping machines and die 
presses, separating or trans- 
ferring sheets from piles or 
stacks . . . all non-porous 
materials . . . flat or curved 
surface .. . lifts and holds 
securely. Releases instantly 
by depressing thumb lever. 


WRITE 
FOR 
BULLETIN 
NO. 33 


(PLD Safety Equipment Te Snctaahuca 


INDUSTRIAL PRODUCTS COMPANY 


2826 N. FOURTH STREET ° 


PHILADELPHIA 33, PA. 
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Faicon 


“Sounds for Safety” 





AUTOMATIC HIGH-LEVEL alarm prevents 
costly, dangerous overfilling of petro- 
leum, chemical, water, other liquids in 
fixed- and floating top, indoor and 
outdoor, mixing, storage tanks. Safe, 
reliable gas-powered horn audible for 
one-half mile and more. 





MANUALLY-OPERATED, gas-powered sig- 
naling horns ideal for emergency and 
1,001 other uses. Self-contained units 
are highly portable, entirely reliable. 
Non-electric operation permits use in 
hazardous vapor areas. Small units 
feature disposable Freon cans. 








NEW AUTOMATIC fire detecting systems 

i > and units give early warning in case of 

fire. Heat activates any single Freon- 

powered detector in system, instantly 

sounds horn. ideal for homes, institu- 

hy tions, commercial, industrial buildings. 
L U/L approved, low cost. 











eee Sin ae 








DEALER TERRITORIES OPEN 


Faicon Alarm Co., inc. 
243 Broad St., Summit, New Jersey 








Be Ready 
th The Answers 


Wi 


Safety administration 
Protective equipment 
Mechanical safety 
Skin diseases 

Metal poisoning 
Airborne hazards 
Solvents 

Fire protection 
Radioactivity 


% & oe eeiwake we 


Housekeeping 





Here’s the book that was written exclusively for 
the plant safety man. Almost 800 pages, cross- 
indexed and thumb-tabbed, containing accurate 
up-to-date information on all phases of industrial 
safety. You'll wonder how you got along without it. 


BOOK DIVISION 
OCCUPATIONAL HAZARDS 
812 HURON ROAD 
CLEVELAND 15, OHIO 
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SAFE, 
Floor Level tu 


OPERATION 


with a 
i=sy}-leje)ian 
Adjustable 


SPROCKET RIM 
with Chain Guide 


Simplifies pipe layout 
F F 
Fits any size valve wheel 


Easy to install and operate 


eeee 


Operates any valve from plant 
floor \ 7 


Time ond money saving fixture 


© No maintenance, first cost only SP pe i 
cost i ay 
@ Packed, completely assembled, myo = , 
one to a carton ey pe ; * 
@ Hot galvanized, rust-proof 
chain available for all sizes Sd u 
® Easy to follow instructions LAA ¥ 
with each unit ¥% 
® Your supplier carries complete )), or fe. 
stocks pid 
> 
©@ Write for new descriptive cat- 1 
alog sheet and prices = Jj —]] 


C=) 
ELIMINATE THIS 











miakea STEAM SPECIALTY co, 


12 BABBITT SQUARE, NEW BEDFORD, MASS., U.S.A. 
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To] Bt = 
RESCUE 


| ad wo) eo) (1 a 





al ca 


. with the 





RK-4 
HYDRAULIC 


RESCUE KIT 


You'll get the most out of every life- 
saving second working with the P-F 
RK-4 Hydraulic Rescue Kit. It’s faster 

not only for highway accident work, 
but for train and plane wrecks, col- 
lapsed buildings, cave-ins, industrial ac- 
cidents any emergency. This compact 
51-piece kit includes fast-action 7/2 ton 
hydraulic jack and 48 versatile attach- 
ments, each designed to do its job with 
maximum speed and efficiency. A “posi- 
tive action” kit . . . thoroughly depend- 
able whenever speed means life. Mail 
coupon for details. 








H. K. PORTER, INC. 
SOMERVILLE 43, MASS. 
Please send me Rescue Kit Folder 


NAME 


COMPANY - 


ADDRESS 


CITY STATE 
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1. “Bring to light specific needs 
of an engineering or educational 
nature.” 

In short, Renegar’s kind of ir 
spection includes an over-all study 
of the safety, housekeeping, fire pro- 
tection, and hygiene program—not 
merely fast looks at an itemized list 


0 “hot spots.” 


Correction: 


made by an 


Asan inspection 
untrained, ine xperl 
enced man isn’t much good, so an 
foilowed by 
prompt corrective action is bette: 


not made at all. Check lists can 
help spot particular trouble areas 


inspection that isn’t 


education and experience can help 
men use the check lists properly: 
but to diagnose without prescribing 
a remedy is sheer folly. 

Since Renegar believes this firm 
ly, he adds another question to his 
“Are 


handled 


basic list already mentioned 
safety recommendations 
satisfactorily?” 

That's 


to find out what’s wrong. an 


the purpose of inspecting 
cure it. Good inspection practice 
turns out to be what Renegar calls 
“hazard control.” The trained man 
with the check list catches the dan- 
gers, but it’s up to the safety direc- 
tor to see that the inspector's report 
doesn't become only a_ piece f 


paper in a filing cabinet. @ ¢ 


SOHIO’S ARMADILLOS 





SOHIO ARMADILLO CLUB 


Bo 











ARMADILLO CLUB membership, in- 
dicated by a certificate like this, is 
granted Standard Oil Company of 
Ohio workers who have been saved 
from injury by any kind of pro- 
lective equipment: goggles, clothing, 
shoes, shields, seat belts, hard hats 
—anything. The club began in 1953, 
now has 54 members. Decals for use 
on automobile windows are presented 
with the certificates. 
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Daylon 
safety shoes 





by 
UNDERWRITERS’ 
LABORATORIES 


these shoes make 
your ladders safer 


Your straight ladders will enjoy a 
firmer grip on the ground or on the 
floor with these popular Dayton 
Safety Ladder Shoes. Neoprene 
rubber suction treads really grip 
slippery floors — and — a simple 
turn and spike steel tips 
dig into the ground 
for real security and 
safety. The base is 
16-gauge steel. 
Side plates are 
13-gauge steel. 
Lock nuts, spring washers assure 
precision adjustment. Treads are 
renewable. All zinc-plate finish. 


/ 






For FREE literature write to Dept. F 


safety 
ladder co. 


In Canada — SAFETY SUPPLY CO., TORONTO 
2339 Gilbert Ave., Cincinnati, Ohio 


Circle No, 88 on reader service card 








— Services in the Bureau of Labor veteran safety official formerly was 
Standards, U. S. Dept. of Labor. A safety supervisor of Caterpillar Tractor 
NAMES IN THE member of the American Society of Co. 
Safety Engineers and the American Bar 
people * companies * a Assoc., Gidel has long been prominent Morgan C. Plummer was recently 
in the safety field. appointed supervisor of Pydraul sales by 
the Monsanto Chemical Co., St. Louis, 
Appointment of John I. Williams Mo. Prior to his promotion, Plummer 
P as sales representative for Gro-Cord had been employed as a sales engineer 
EOPLE: Rubber Co., Lima, Ohio, in the St in Monsanto’s petroleum chemical de 
Louis-Nashville area has been announced partment 
R. J. Fay, sales engineer for Mine Williams will handle both the Gro-Cord 
Safety & Appliances Co., has been line of workshoe soles and heels and the Strathmore Paper Co., West Spring 
transferred from offices in Cleveland to Alfred Hale line of casual shoe soles and field, Mass., has appointed J. Paul 
Chicago, where he will handle Chicago heels. Sturtevant assistant manager of indus 
steel producer accounts. trial relations. Sturtevant will be respon 
William A. Cavanaugh has been ap sible for the company’s entire safety pro 
Robert D. Gidel has been named pointed safety administrator by Cutler- gram 
chief of the Div. of Safety Standards & Hammer, Inc., Milwaukee, Wis. The 





Employers Mutuals of Wausau 


has announced the appointment of 
L | T T F L [ Charles A. McGinnis as accident pre 
vention manager of its New York office 


McGinnis, a veteran of over 20 years 


Al R VA C U U M U N ie _ with the firm, supervises accident pre 


vention counselling services on the St 


iit * Move . handle a 


Seaway project 


American Optical Co., South 
bridge, Mass., Charles C. Albrecht has 
SHEETS feds BLAN +e) been promoted to assistant satety prod 

. ucts sales manager. He continues as head 


of the firm’s safety engineering service 





bureau. 








LITTELL 
4 CUP CRANE 
SUSPENDED 
VACUUM SHEET 
LIFTER 

















Based upona 4to 1 
safety factor, the 4 Cup 
Sheet Lifter has capacities of 

more than 1,000 Ibs. 
Other models available. 





c. 3 Albrecht P. P. Kennedy 


Jomac, Incorporated’s new sales 
representative in the Illinois territory is 
Patrick P. Kennedy. He has had previ 
ous sales experience with Donald M. 
Kerr, Inc., Philadelphia, Pa 





LITTELL 
AIR BLAST 
VALVES 

Automatic ejection 
of pieces by using a 
short blast of air 
permits the operator 
to give his entire attention 
to loading the die, 
thereby saving time and 
increasing output. 











LITTELL 

PRES-VAC 
SAFETY FEEDERS Kenneth J. Mackey has been named 
. ies aye ona sales engineer by Torit Mfg. Co., St 
minimum of air—only ie ee a See 2 
tis ek ant ene Paul, Minn. He joined Torit after 1 
parts from 2 to 10 Ibs. 









years with Industrial Engineering 
Sales Agency, Rockford, Ill. With Torit, 
Mackey’s responsibilities include special 








engineering assignments and applic ations 








Th mmm | of the firm’s industrial dust collecting 
LITTELL VACUUM CUPS ar 

14” diameter her- % i 

ringbone faced cup | Rectenguler cups Harold E. Wersen has recently as 

— ane rub- with neoprene sumed the duties of regional safety en 

Ps oe pee he vineer for Region 1, Bureau of Reela- 

plate. Sizes 21/2” mation. His jurisdiction extends through 

” tin ‘ 
Molded on steel back- a ond 3" Idaho, Oregon, Washington, and por 





ing plate equipped 
with 4 mounting holes. 
Other designs for 6 to 
10” diameter avail- 
oble. ¥ 


WAs shown in top illustration. AAs shown on Pres-Vac. Write for FREE Catalog! —< 
= 


Standard cups in neo- tions of Wyoming and Montana. Wersen 


prene or gum rubber 
sizes %” to 5”, \, brings ovet 
haiti, 


=> the post 
-~ 


At a recent board meeting of Delta 


VAC-U-MATION DIVISION gg & Safety, Inc., Lafayette, La., 


Franklin Dunlap moved up from 


4171 Ravenswood Avenue, Chicago 13, Illinois . 
s é r 7 th secretary-treasurer to the newly-created 
CEIALS District Offices: Detroit and Cleveland ' office of executive vice president. Walter 


30 years of experience to 
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THE POSITIVE 
LADDER SAFETY DEVICE 


CLIMBING 
MADE SAFE! 


If climber starts 
to fall, device 
locks in a notch 


automatically, in 


stantly. Holds se- 
curely. Limits fall 


to 7 inches 


PREVENTS DEATH AND INJURIES 
— FROM FALLING 


AUTOMATIC, POSITIVE. Will instantly catch 
and hold workman if he starts to fall, even 
if unconscious. Requires no attention from 
climber; he climbs in normal manner. Inex 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment rust 
and corrosion proof. Can be kept free of ice 
by applying heat inside the carrier rail. In 
use approx. 10 years. Approved by Safety 
Engineers and Govt. Agencies throughout 


country. Patented. Manufactured only by 


SAFETY TOWER LADDER CO. 


1024 Burbank Bivd., P.O. Box 1052 
BURBANK, CALIFORNIA 











NEW, EASY, CONVENIENT! 


FOULLE 


FIRST AID 
SPRAY 


@BuRNS 


Fast 
Effective 
Relief 
° 
Aids Healing 
. 








Guards Against 
Infection 


Order Now 


FROM YOUR 
FIRST AID 
SUPPLIER 


ANTISEPTIC © ANALGESIC 





CARBISULPHOIL 
DALLAS, TEXAS 


co. 





Circle No. 92 on reader service card 


OCCUPATIONAL HAZARDS @ FEBRUARY 








F. Roque succeeded Dunlap as 
At the same 1 


tary-treasurer. 


board 
Lafayette 
plant, and 


for 
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purchase o 
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WE MAKE THE MOST 
COMPLETE LINE OF 
ALUMINUM SAFETY. 
PLIERS AND TONGS 
AVAILABLE — 


CUSTOM STYLES TO YOUR 
REQUIREMENTS 


Specializing for the past 10 years 
makes us qualified— 


Ask For Catalog +1056 


CALL YOUR SAFETY SUPPLIER 
FOR ASSISTANCE 


OSBORN oo. 20: 


Vanufacturing Corp. 


P. O. Box 167 Warsaw, Indiana 




















How to stop skin disease 
in your plant 


Free authoritative booklet 
shows you what to do... 


“The Prevention of Occupational Skin Diseases” 
written by Dr. Louis Schwartz, Medical 
U. S. Public Health Service (Ret.). 
Plants which enforce preventive measures de- 
scribed in booklet report dramatic improvement. 
Send for your free copy now! 


HUNTINGTON QS LABORATORIES 


Huntington Laboratories, Inc. 
Department , Huntington, Indiana 


1s 


Director, 


Send me the free booklet “The Prevention 
Ww 
a O b 


Occupational Skin Diseases 





cry STATE 
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DOCKBOARDS 
For Safety 








Magcoa 
Dockboards 


with 
Special Locks 








e 
No slips, no strains, 
J * 
no injuries! 


M Special locks prevent any Dockboard 
slippage—regardiess of conditions 


M Safety curbs end danger of equip- 
ment run-offs 


M Heavy-duty safety tread prevents 
skidding accidents 

Lightweight magnesium ('/, weight of 
steel) means one-man, no-strain lifting 

M Indented, safety hand holds end 
danger of crushed fingers or hands 


M@ Magcoa Dockboards—the safest buy 
for any dock 


For full details 
use the coupon below. 


— 


OF AMERICA Materials Handling Div. | 


(magcoa East Chicago 7, Indiana 


Representatives in principal cities 


() Please send special Dockboard File 
and news on new safety lock 


Company 


Address_ 


City-Zone-State__ 


| 
| 
| 
| 
I 
| 
Nome ond Title ___ | 
| 
| 
! 
| 
| 
| 


pe. 1958, Magnesium Company of America 
n 


anada: Magcoa Ltd,. Toronto, Ontario 
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NAMES IN THE NEWS 
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Dr. Reginald M. Atwater, for 22 
years executive secretary of the Ameri- 
ean Public Health Assoc., New York 
City, died recently. In the past, Dr. 
Atwater served as special consultant to 
the U. S. Public Health Service and 
as managing editor of the Amer 
Journal of Public Health. 


Iron Age Safety Shoes Div., Pitts 
burgh, Pa., has appointed J. W. Tay- 
lor southern sales representative. From 
offices in Birmingham, Taylor will cover 
Alabama, Georgia, Mississippi, and parts 
of Florida, 


Arkansas, and 


Tennessee, South Carolina, 


Louisiana. 


Frederick J. Artz 
pointed director of rehabilitation services 
at Zenith Radio Corporation’s hearing 
aid division, Chicago. Formerly Artz was 
active as hearing consultant for the 
Washington State Dept. of Health. 
He has long been prominent in speech 


was recently ap 


and hearing therapy fields. 

The new manager of sales and adver 
tising at Rol-Away Truck Mfg. Co., 
Inc., Portland, Ore., is Dr. 
Ludwin. 


Leonard 


Long prominent in_ business 
circles, Ludwin has been an executive of 
Reynolds Metals and director of the 
market research department of MeCann- 
Erickson, one 


of the country’s leading 


idvertising agencies. 


AWARDS: 


An award of honor was granted to the 
Corporation’s Marrero, La., 
plant in recognition of 2,015,533 injury 
free man-hours. The plant’s accident fre 
quency of 1.36 is 


Celotex 


ipproximately one 
seventh of the industry average. 


Haas & Hynie, San Jose, Calif., con 
reached 432 
injury. This record 
earned the firm an award from Indus- 
trial Indemnity 
Calif 


struction firm, has days 


without a disabling 
Co., San Francisco 
workmen's compensation carrie! 


Almost 4,200,000 man-hours without a 
lost-time accident is the record of Elec- 
tro Metallurgical Co., Div. of Union 
Carbide Corp., Alloy, W. Va. The Alloy 
plant received the president’s cup, an in- 
tra-company award granted yearly to the 
Electromet plant with the best safety 
record. 


The Manufacturing Chemists’ 
Assoc., Washington, D. C., has received 
the National Safety Council’s association 
safety award for the fourth consecutive 


year. Injury frequency among member 
firms employing 250 or less has been re 


duced by 21.3% in the past year, 


American Cyanimid Company’s 
Mobile, Ala., plant recently completed its 
thirteenth consecutive year without a dis- 


continued on page 86 
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Black Geauty 


Singer's new lightweight 
safety clothing and gloves 
for inert 
gas arc 
welding 










* Welder’s 
gloves and 
mittens 


* Jackets * Sleeves (all types) 
* Bib aprons * Split-leg aprons 
Safety expert gree this beautiful du 
bla color the t pr tion agai 
reater tnreat ofl litra-violiet ray 

inert gas are ling rt ath b 
ONE-HALF tl} 1a veight I ia 
tanned to mal 1 pliab TI 
i bring i 4 r 


NEW 16-PAGE CATALOG 
Complete line of work gloves 


for every job, safety cloth- 
ing and welder's gloves. 


SINGER 
GLOVE MFG. Co. 


860 West Weed Street Work Gloves 
CHICAGO 22, ILL. That ‘'Sing’’ 








PREVENT BACK INJURY! 
SHOW THEM HOW 
TO LIFT THE RIGHT WAY 


“UTP 





Lifting heavy objects the wrong way 
can cause hernias and severe back 
injuries. ''Lifty,"" the animated train- 
ing tool that really puts a point 
across, dramatically shows your work- 
ers just how such injuries are caused 
by incorrect lifting . . . and shows 
them how to lift the right way, with 
the legs instead of the back. 


24" high, sturdy wooden construction. 
2 models available; clear lacquer or 
in 3 colors. 


TRAINING AIDS 
235 Iroquois Road 
Hillside, Illinois 
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Your Guide to Compensation Claims 


... the FIRST and ONLY book of its kind 








Containing 565 of the typical compensation cases pub- 
lished during recent years in OCCUPATIONAL HAZARDS, 
this book is thoroughly cross-indexed for easy refer- 
ence. More than 3,000 individual index listings cover 


almost every kind of industrial compensation case. 





More than 490 pages 


In layman language 


Occupations indexed 


Limited edition 


$4250 


See "Right off the Docket’ 
—in this issue. Cases similar 





to these appear in 565 Indus- 
trial Compensation Decisions. 


NOW IN ITS SECOND PRINTING 


Reference to court decisions will guide safety men in 
their daily compensation problems. Valuable also for 
attorneys, doctors, and compensation claim boards. 
Special material by OCCUPATIONAL HAZARDS legal ed- 


itor outlines compensation laws and interpretations. 


The Book Department 


OCCUPATIONAL HAZARDS 


812 HURON ROAD 


CLEVELAND 15, OHIO 
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KEEP 
YOUR FEET 
ON THE FLOOR 


to change bulbs 
in safety 


You eliminate injury from falls, broken 
bulbs and inconvenience when you 
change bulbs with the new McGILL® 
Adaptable Lamp Changer. There are 
9 different heads to choose from for 
virtually any size, shape and type of 
bulb. The lightweight and insulated 
steel pole is furnished in 5’ sections 
that lock securely together by spring 
actuated buttons. 


Safety is FIRST when you use a 
McGILL Lamp Changer instead of 
insecure ladders. 


Available from your electrical wholesalers 


Send today for 
McGill Catalog 
No. 84 


McGILL MANUFACTURING CO., INC. 
650 No. Campbell Street Valparaiso, Indiana 
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NAMES IN THE NEWS 


continued from page 84 





bling injury. This span is the 
of 900,000 man-hours. 


equivalent 
Plant workers re 
ceived a special company commendation. 


A no-accident record for the 
completed fiscal year was 
Bostwick Steel Lath Co., 


recently 


achieved by 


Niles, 


Ohio 


Bostwick won 


In recognition, the Metal Lath Manu- 
facturers Assoc. awarded a plaque to 
plant personnel. 

The sponsoring contractor on the St. 
Lawrence Seaway Project’s Grass 
River Lock section, Perini Corp., 
Framingham, Mass., was recently pre 
sented the National Safety Council's 


Award of Honor. At last reports, con 
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GETS-A-LITE GUARD and GUIDE 


Quickly and Easily Installed 
by Anyone — No Tools 
Needed! 


Saat slip GETS-A-LITE GUARD AND 
GUIDE over the fixture, as illustrated. 


Made of indestructible spring steel 
wire. Nothing to break, get out of 
order or replace. Will last indefinitely. 


* Once installed, GETS-A-LITE GUARD 
AND GUIDE is NEVER removed. 


* Nothing to unlock, fuss with or lock, 
when changing lamps. 


GETS-A-LITE GUARD AND GUIDE act- 
ually steers lamp into socket, enabling 
maintenance man to change lamp in 
10 seconds! 


Available for 40 watt and 100 watt 
fluorescent lamps. 


GETS-A-LITE Company—Dept. 0-107 
3865 N. Milwaukee Ave. 
CHICAGO 41, ILLINOIS 














MICRO LEVER DOLLY 


a low cost safe tool 
to move heavy objects 


Eliminates the danger of tip- 
ups and high falls. Prevents 
back sprains, crushed fingers 
and pulled muscles. 


Cuts moving time up to 65% 
on large bulky items. 


Correct design permits lift 
blade to pry under objects flat 
to the floor. 


High leverage ratio be- 
tween power and load. 
Four sizes. Metal or 
rubber wheels. See 


local distributor or 
write to— 


MICRON, INC., Bettendorf, lowa 
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‘ 


on safety... 


or gamble with your 
workers’ health! 
Protect them with 


MOORE’S 

SOLVENTS; 
ENGINEERED; 
FOR SAFETY 


19 PRODUCTS 


especially formulated 
for your 

degreasing, maintenance 

and cleaning jobs 7 

* 4 

Ask for information about ‘ 

FRIGISOL M-3 

our rapid drying, heavy duty 
degreasing and dehydrating 
solvent for solder fluxes, 
refrigeration systems, etc. 


Write for full details 


JOHN B. MOORE CORP. ; 


DEPT. OD, NUTLEY 10, N.J. 3 








7 WI 





Mj 
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| a4 
workers there ha work 


iys without a disabling injury 
American Felt Company's ( 


Cont ill has ed at 


erit from Liberty Mutual Insurance ¢ 
for working 1.093.678 man-hours wit! 
wer } i lo accident. This total reflects a 
+ Burning Liquids working period of more than 17 months 
Biecte a Cocigaltad 4% } Renato E. Ricciuti, Connecticut Co 
I ner of Labor, made the presenta 
tior 


COMPANIES: 


F. H. Bathke has been name Mir 
nesota distributor by Miller Equipment 


Self-Sticking “OO 


e EK. Furnish Equipment Co., ( I 
t (oh > now exclusiy rey} t 

a ety igns t of Magnesium Co. of America, 
( go. Ir ' he Cay t 
Unskilled help quickly puts up Brady “ae ———- : ‘ Mf 
Safety Signs—without nails, screws ” , ‘ 
or tools. They stick and stay stuck ockboards, vard 
to any surface 








The signs you need are among the 
500 different Brady Self -Sticking . 
Accident Prevention Signs. Wordings, * For Natural Fit 


colors, and sizes are recommended . 
and approved by ASA and NSC Means Better Linemen 


Write for free samples and Catalog 


145-D White’s Curved-Hand 
applied fast right off, the. roll Gloves & Mittens 


a in 2 sealed-in plastic colors 

Outlast paint. Write for free sam- 
ples and Bulletin 143-A 

Fast delivery. Distributors in 150 : . 

cities . treater flexibility -omfort rma 

W. H. Brady Co. _ Kidde Detroit office 

748 W. Glendale Ave., Milwaukee 9, Wis 





\ t t Hing and 












hac en established in Detroit, M ; 2. R 
Walter Kidde & Co. The 
12.000-square-foot structure is 3 T I 
4, ‘ 
e Eliminate traf- ae oe a ‘ 
fic accidents at See | een et ee ee 6.0 
blind corners Kimberly-Clark Corp. mills thro 
inside and out- | , we 1 a Say ETT eae 7. I urTs T 
side your plant st company headauarters, Neens 
—also at load- Wis. De strations held on the test 
§; rs) ing platforms. f of Ansul Chemical Co. highlight Your own serial numbers elc! 
ee - the progra wt h included dis ssl¢ ma uy t slove aot Iactor 
Heavy Guage STEEL BRACKET: gades, mill problems 
(Furnished only on the 26” . izards, ar f pr 
diameter mirror) cs winita « i | 
@ Utility design ag oral 7 » 
K Clark s 


@ Enables Optional In- 
stallation on coun- 
ters, posts, wallis, ri 
ceilings, etc. | 

@ Adjustable to height iN 
and position | Pe 

@ Easily installed in 
minutes 


nt 


Hild Floor Machine Co., Chicago, 


lOve to new juarters 





! production capacity, has 


nounced the appoimtment of Robert E. 
Jackson as Midwest sales manager 




















Trafic Safety Mirrors ore The American Optical Company 





available in Convex or is Opened a tactory-operated produ 
Flat glass. All hove a tion center at Plymouth. Ind. The center LEATHER PROTECT- 
Yellow and Black Safety : : bra 


OR GLOVES for a 


Stripe Border. fabricates nothing but Super Armorplate Paysite aihat te ‘ease 


Round Convex Mirror Sizes 

13” e 18” e 26" e 36" 

Flat Rectangle Mirror Sizes 
6"x14" 14”x18" 


other speciol sizes to order 
(Available in Unbreakable 
Metal Mirrors) 


FRED SILVER & Company 


Migrs. of Specialty Mirrors for Industrial Use 


92 Lock Street Newark 3, N. J. 
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Safety Rx glasses, which are compounded t red to ht over keep hands 


to optical prescriptions. 








@ YOUR QUESTIONS o: 


E. D. Bullard Co., Sausalito, Ca 

is purchased certain assets of Beaver med. They will be promptly 
Machine Works, San Francisco. Prior to 
the purchase, Beaver Machine had been 


_Burcaee Benes Machine had been | JI aT ea a 


Bullard safety hoist hooks on a contract 
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worker-acceptance 









Y-60 
all plastic frame 





This family of B&L “new look” safety eyewear 


offers you unique advantages: 


1. Increased protection in S-7 lens shape: wider 


field of vision, fuller eye coverage. 


2. New economy by virtue of reduced and sim- 
plified inventory: you can interchange tem- 
M-40 


stbsdmanel tonal ples and side shields to suit workers—and 


eye hazards. 


3. Gratifying cooperation from workers: they 
like to wear the “new look,” they deserve 


to have its comfort. 


‘ In plano or prescription lenses. For more de- 
Fy tails, phone the B&L supplier in your area, or 
write: Bausch & Lomb Optical Co., 90426 


Smith Street, Rochester 2, New York. 


ee 
combination 
metal-plastic 


frame BAUSCH 6 LOMB 


America’s only complete optical source-—giass to finished product 
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a publisher has only 


two basic responsibilities 
s jie | 





OCCUPATIONAL HAZARDS Magazine has developed specialized 


methods to meet them both: 


to get his magazines to the right audience 


Franchise-Paid Circulation, developed 
and perfected over 28 vears of 


» 
NC] ee | 
~ l, specialized magazine publishing: 
— ~\ &°’ 
~ ° rm readers are buyers, selected by 









7, specialists in every major marketing 
IS area, paid for by the men who select 
“Uy x them, controlled and verified by 
daily contact—-far beyond 


BPA auditing requirements. 


ALO 


~,‘ 


” 


to get them read when they arrive 


Distilled Writing: all the facts, none 
of the verbiage, polished and 
condensed to give readers more 
articles, more easily read articles 
guaranteed high readership 

for IPC magazines. 
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